. . e 
y je 
4 
7 fi af “tana theca be Seco =e 
4 3 ct Sy wae “abe 


Bs , me 
er as Ea 
Re ee es 





Harold W. Oppice, Chairman, National Health Program Committee 
of the American Dental Association 


(ORAL HYGIENE 


OCTOBER, 1940 


Published for 
The L. D. Caulk Company 
Room 248, Flood Building 
San Francisco, Calif. 





Bae ie 
“es 
Atty bly 
Ry gest 
Habe A ¢ 
Pu t 

mee 
Ihe Min ty 
byt Fs iefer 
‘ x oY Vek 7. 8 





items in your equip- 


“ ye t 

.. ay! 

“F s SP ae 4% ny 2S 
12" oo VBE 
se afy:, Yay ROE ‘ 
, sh alee Sets Sih ¢ 
Lot fale . & 


% 
: . Rae 
1 Vea WER iets oS i ett 
; ha ow ee as ‘ : 2 ARR : 
@ 7 C b SN 
. s Mie AL » <x, ’ " ner y 
» ‘ “a J ~ ‘~ 


rn" 
‘ We? Ue v4 
* WAL. ar ts $s ae 
‘ }- eet eak 7 
A if TA eT OR 
4 ’ = 


increase 


e 
“> 
e 8 
7 
. . 
f * 
& 
Toes 
Ly ‘ 
¥ : “ 
Bet tr » 
a ; 
, 
MES be 
_ , 
, , 
} 


~ a 


their bright 


new appearance for 


a long time. They 
will not 
s apprehension as they hang 


before his eyes. In use they will cause 


the m 


keep 


f discomfort. 


formance. You know it for 
one of the most important and 


ify 


1ece 1s not so important as 
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ment. To your patient, it is the 


most dreaded. 
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TO YOU, the appearance of your 
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litional BEAUTY 

curved artistic lines of the RITTER UNIT make it the instantaneous 
ce of all who are familiar with the basic principles of art as well as 
fe who are instinctively attracted to things beautiful. 


litional UTILITY 


convenient arrangement of the operative instruments and equip- 
tof the RITTER UNIT so adequately supplements the professional 
of the operator that many valuable hours can be saved weekly. 
scientifically worked out design of the RITTER UNIT provides a 
essional environment that enables the operator to fully utilize his 
essional skill and obtain the highest possible degree of appreciation 
h those obtaining the benefit of it. 


litional DURABILITY 


high quality of Ritter workmanship together with the gradual 
tion of the RITTER UNIT to the present-day masterpiece has 
ted in a unit that IS giving trouble-free service under the most 

It operating conditions. Its long record of unfailing service has 
for it the reputation of being as ‘‘durable as the pyramids.” 


R DENTAL MANUFACTURING CO., INC. » ROCHESTER, N. Y. 





u Get ALL Three in the Ritter Unit 





‘For Kottd . 





S.$. WHITE ELASTIC COLLO}S 


(FORMERLY KNOWN AS ELASTIC COMPOUND) 


; 


Certified to comply with A.D.A. Specification No. 11 


The ideal colloid for one-piece impressions, 
especially those for cast restorations, im- 
pressions for immediate denture service, 
and orthodontic cases. Easy to use—with or 
without syringe—it saves much time and 
labor. Elastic Colloid is strong and tough, 
stretches over obstructions during removal, 
quickly resumes its shape, shows deep 
undercuts and minute detail accurately. 

Elastic Colloid does not irritate tissues, 
has an agreeable flavor and pleasant odor. 
Separates easily from the cast,and leaves 
no stain. 

Contains a potent antiseptic that prevents 
the growth of bacteria and mold, conse- 
quently it can be used repeatedly for dupli- 
cating Casts. 
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S. S. WHITE WATER COOLEDE=: 
IMPRESSION TRAYS 


INVENTED BY DR. R. L. HUGHES—PATENTED 
For use with the colloid impresston materials 


t 120° 
on of tl 


wnish-r 
the ca: 





or imy 
e-Qqu: 











ions, a 










These trays have a high water capacity 
positive water circulation under the entire 
area and around the periphery where d 
of the impression is of great importance, 
chill a colloid impression quickly and thor 
ly, even when using water at ordinary té 
tures from the faucets of equipment uni 

One Tray—$3.00 Four Trays (any selec 

Tray) $2.70 


in cakes 
thin .04( 


mer Box 
6 Boxes 


S$. 5. WHITE WATER COOlf: bone 
TRAY OUTFIT NO. 4 f°" 


4 Water Cooled Trays, 2 uppers and 2 
1 Rubber Tube Connection 

6 Tubes S. S. White Elastic Colloid 
Price 


7 
















FOR SALE BY YOUR LOCAL J 
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Q)jj 5. S. WHITE 
\(T IMPRESSION 


(OMPOUND 


(QUICK SETTING) 





wing impression Compound, 
at 120° F. (49° C.) minimizes 
om of the soft tissues, regis- 
Ff) he finest details sharply. Has 
h texture that carves easily. 
wnish-red color leaves no 
the cast. Can be used alone 
ressions, perfecting impres- 
muscle trimming, post-dam- 
for impressions of jacket 
hree-quarter crown and inlay 
ions, and orthodontic im- 








in cakes, wafers (thick .080”, 
thin 040") and sticks 


| PUJL2 Boxes....... 5.75 


4 








5. 5. WHITE 
IMPRESSION TRAY 
COMPOUND 


The original BLACK Compound 





An exceedingly popular compound 
for individual trays, direct impres- 
sions of full and partial denture cases, 
jacket crown, three-quarter crown, 
and inlay preparations. Plastic at 
130° F. (54° C.), it gives excellent 
register of minute detail. Becomes 
rigid at mouth temperature. Doesn’t 
warp, crawl, or break during han- 
dling. 


Supplied in denture forms, 
square forms and sticks. 


SE i csaneds $ .75 
6 Boxes....... 3.90 
TE HME. icc ¢ 7.50 


id 2 ; 

The sticks are handy for making corrections, 
| muscle trimming, post-damming, and for taking 
rice impressions in inlay and jacket crown work. 
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$. WHITE DENTAL MFG. CO. PHILADELPHIA, PA. 




















ee 






By \ 


Number 2 eG 


THE CORNER KEEPS CALM 


AS MOST READERS Of this department know, OrAL HYGIENE publishes 
Latin-American edition, printed in Spanish, where a department sim 
lar to the CorRNER appears each month under the title Mi Rincon, 
a rule, the Spanish Corner is entirely different from that prin 
in the English edition; occasionally, however, virtually the same pij 
appears in both editions. 

That was true of the one published in July Orat HYGIENE; its 
stance was printed also in the issue of Spanish OraL HYGIENE da 
June. It brought a letter from a Chilean dentist which I am go j 
publish here this month because it is timely and because it disclaim 
a point of view that is, to say the least, thought-provoking. I am i 
personally acquainted with Dr. Juan Bravo Coo. Here is his letter; 
“Dear Mass: ea 

“Today I had the pleasure of receiving the copy of your mag : 
for June. It was a surprise for me to learn that it has been ten yea 
since the day I received the first copy. How time flies! In spite of 
these years, I still enjoy your always interesting and nice little joum 

“As our friendship is old, and as a good friend, I am taking 
liberty of giving you my opinion about the contents of your last arti 
in Mi Rincon, which we always read with pleasure, hoping that yt 
will not resent it and that it will not in any way mar our solid rel 
tions of so many years. 

“When you made reference to the difficulties through which i 
world is passing at present, you advocated the destruction of evil fore 
and advised us not to allow feelings of defeat or desperation to ove 
whelm us, but to get together with you to help defeat them; and Ifw 
agree with you. But the case is, my dear Mass, that perhaps inadve 
ently, you sided with a certain faction, favoring it, and tried toé 
courage us to do the same; and here the difference of opinion aris 

“Perhaps there are people here who think as you do, but also the 
are others who do not. Since it is better for our family that we all s 
together, I thought that it would be more convenient for you, as ¥ 

(Continued on page 1188) 
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: ...making sponges by hand 
' when the JaJ machine-made 
product is so inexpensive 


and better, too! 


@ Making your own sponges from bulk gauze 
takes time that might be more profitably spent, 
especially since J & J Exodontia Sponges are so 
inexpensive. Machine-made, of filmated gauze, 
and sterilized after packaging. Packed 125 in 


| convenient paper bags, as shown. 


BUY THE ECONOMY PACKAGE 


Order a box of 1,000, 2" x 2" J & J Exodontia 
Sponges. Price $3.00. Three for a cent, ready 


to use! 


IF YOU STERILIZE YOUR OWN SPONGES, 
BUY THEM IN BULK... NON-STERILE 


2"x 2", Non-Sterile, 5,000 in shipping case : =: $10.60 
3" x 3", Non-Sterile, 2,000 in shipping case : ; 7.80 
(Packed 100 in paper bags) 


ORDER FROM YOUR DEALER 


NEW BRUNSWICK, N. J. CHICAGO, Itt. 


(DENTAL DIVISION 
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as for others, not to touch these topics which are so complex ] 


they can bring only disunion, misunderstandings and hard feelin 

“I repeat, my dear Mass, that I do not want you to be offended: 
the humble opinion of a Latin-American brother who esteems yg 
but I also want you to keep always in mind that here in South Amefi 
there exists a deep feeling of appreciation and gratitude toward | 
European countries in general and toward the United States in pi 
ticular because, without discrimination, we have received only bene 


from them. 


“T only hope that we will continue our correspondence and in : 


way get to know each other better. Meanwhile remember, my ie 
Mass, that here in Santiago de Chile you have a true friend W 
places himself entirely at your disposal for anything you may ne J 

Not finding it “convenient” to agree with the doctor, I wrote to hi 
as follows. I confess that I did find it a little difficult to cling tot 


calm which this department advocates. I did keep calm, thot 


maybe I should not: 


“Like you, I am grateful toward all European countries for d 


things, and I am happy to number among my good friends mei 
virtually every country, not excluding Germany. Some of my old 


friends are Germans or of German extraction. 


“There are, it is true, ‘forces of evil’ in every country. My ) 


United States of America is, unhappily, not free from forces of € 


No country is ever free of such forces; it can only seek to curb 
so far as possible. 


“To be strictly accurate, I did not, as you say, ‘advocate the de rt 
tion of evil forces,’ but instead advocated guarding against defeatis 
the greatest instrument of destruction possessed by the forces of 2 
I believe that we, and you, in the Americas are faced with the ta 
not of destroying the forces of evil in Europe, but of trying to previ 


their destroying us. None of us is yet equipped to accomplish 
that objective. 


“Moreover, I did not think it really necessary, as you imply,’ 


encourage my Latin-American friends to adopt my point of \ 
Instead, I said I was heartened by the expression of the Latin-/ 


can governments themselves in condemning the new German agg a 


sions. 


“Your own country, I understand, joined in the condemnatiall 


I presume that in Chile you enjoy the same freedom of express 


which we enjoy here and that you, like myself, are privilege 1 


disagree with your government’s point of view and policy.” 




















The above model shows a Knife-Edge Lower Ridge 
hich always produces discomfort for the patient and 
rouble for the dentist. 


Konformax Rebase applied to the denture acts as a 
cushion” and allows the patient to wear denture with 
berfect comfort. 


In extreme cases, construct groove in denture over 
e Knife-Edge and fill groove with Konformax Rebase. 


Konformax Rebase is smooth and easy flowing... 
Does not set by chemical action... Variations of office 
emperature have no effect on it... The composition of 
onformax Rebase does not deteriorate with age... 

is always ready ... It produces perfect suction and 

ushion .. . Lasts in the mouth from six weeks to six 
onths ... Is non-irritating and may be used on any 
andard denture material, either full or partial... Is not 
flected by saliva... and is inexpensive because ten or 
lore rebasings can be obtained from a $4 package of 
x tubes. 


KONFORMAX REBASE 


FORMAX LABORATORIES, INC., 1720 AVENUE Y, BROOKLYN, N.Y CABLE ADDRESS: KONFORMAX, NEW YORK 
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Natural Teeth Have Always | 
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Experimental Firing 







Chemical Control { 
Laboratory t- 
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YLAZ . | 
VVHAT is fluorescence in teeth? 


It is the power of teeth to absorb light from 
their surroundings, to combine with that light | 
and to return an appearance of brilliance and | : 
vitality. | 


Every Trubyte New Hue Tooth is 
Fluorescent. ie 


GY 


THE DENTISTS’ SUPPLY COMPANY OF I 











Below is shown part of our Chemical Research Laboratory... 
where research by skilled scientists produces the latest advances 
in porcelain chemistry. 




















Here’s why you will find this new, improved dental plate 
powder, Perma-Grip, especially valuable in your work: 


@® By making the patient more comfortable 
during the period of adjustment to new 
plates, it will help to keep him satisfied. 


® By making plates fit better and adhere 
more firmly, it will help to maintain the 
patient’s fullest confidence in the work you 
do for him. 





SLIGHTLY ALKALINE 
TASTELESS 


DOESN’T “BALL-UP” 
a 


At all Drug Counters—35¢ 


PERMA-GRIP 


DENTAL PLATE POWDER 









ae MADE BY THE MAKERS OF 
a MASSO AND PRO-PHY-LAC-TIC 
TOOTH BRUSHES 
























The importance of a well balanced 
morning meal should, of course, not 
be underestimated. Such a break- 
fast, in a form both inexpensive and 
easily gg wy is the combination 
of milk and fruit with National 
Biscuit Shredded Wheat. 


This 100 percent whole wheat 
cereal focfasion the vital wheat 
germ, excellent source of important 
nutrients. Nothing is added to the 
whole grain, which is carefully 
steam cooked, pressed into slender 
strands; making the wheat’s food 
values readily available to the sys- 
tem; then baked crisp and highly 
palatable. 

Eaten with milk, National Biscuit 
Shredded Wheat affords a good 
variety of vital nutrients, as shown 
specifically in the accompanying 
chart. Add to these values the vita- 
mins and minerals of bananas, 


A simple, well rounded 
morning meal 


prunes or other fruits, and you have 
a hearty but not too heavy break- 
fast, well balanced for the normal 
person, child or adult. 

When a warm cereal is desired, 
simply dip the biscuits quickly into 
a pan of hot water, drain and serve 
with hot or cold milk—or split the 
biscuits, toast lightly in the oven, 
dot with butter and serve with top 
milk or cream. 

National Biscuit Shredded 
Wheat is often used, because of its 
appetizing and effective form, to 
encourage the intake of milk and 
whole wheat. Through more than 
forty years in millions of homes, 
billions of National Biscuit Shred- 
ded Wheat breakfasts have been 
enjoyed. 


National Biscuit Company 
Address: New York, N. Y. 





Nutritional Values 


Analyses show the following nutrients naturally 


present in this breakfast: 
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2 National Biscuit A Cupful 

Shredded Wheat of Milk = — _ 
VITAMIN Bi Go Int'l Units 38 Int'l Units © Te n 
VITAMIN A Fair content Good content © EAT : 
VITAMIN G Fair content Good content : 
IRON .0034% .0002 % 
CALCIUM .04% 12% 
PHOSPHORUS 42% .09 % 
CARBOHYDRATES 77% 5% 
PROTEINS 10% 3% 
ENERGY 210 calories 165 calories 
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NEW DENTURES...co-re-ca 


not only acts as a cushion be- 


tween the denture and the soft 
tissues of the supporting area, 
thus minimizing the possibility 
of irritation or sore spots, but 
creates immediate 
confidence. 


PLEASE SEND FREE SAMPLES FOR PATIENTS 





‘CT ADHESIVE FOR DENTURES Dr. 
“TOR I yo 

ia for 7, e COREGA CHEMICAL COMPANY 
hn We 208 ST. CLAIR AVE., N. W. CLEVELAND, OHIO | 





CO-RE-GA us not advertised to the publi 


























Kin these serious days, dental magazines 


are emphasizing the wisdom of dentists 
investing their money in new equipment, 
rather than in stocks and bonds or in other 
things for which financial obligations are 
assumed. Whether you put in a completely 
new piece of apparatus or simply exhange old 
apparatus for up-to-date efficient models, you 
get the same advantage. Further, an x-ray 
apparatus has the very great merit that it in- 
creases income. 


Why X-Ray Service Builds 
Business and Income 


When you stop to think how often radio- 

aphs are valuable and even necessary in 
deatal practice, only then is it possible to 
realize the high importance of x-ray service. 
Here are typical uses of an x-ray apparatus— 
it shows beginning decay, dental cavities, 
ab teeth, root cysts, broken root tips, 
residual infections, sequestrum, curved roots, 


The Biggest Value 


Giving patients the high- 
est quality service possible. 


Assuring yourself that pa- 
tients will be satisfied, 
thus building good will 


and business. 


Increasing income 
through radiographic fees, 
new work uncovered, new 
patients. 














erupted and partially develop 


teeth, impacted teeth and abscess 


due to pyorrhea, beginning 5 PY orrhea 
le i 


advanced pyorrhea, ca 

tured jaw bone. You can prove 
your work, Perhaps not eve 
tient needs or wants x-ray service, 
remains true, however, that there 


very large need for x-ray servicél 


every dental office and owning yt 
own x-ray apparatus is, therefore, 
sound investment. 


FISCHER 


WALL-MOUNTED 


"DENTAL X-RA\ 


The FISCHER Wall-Mounted Shockproof Dental X-Ray Apparatt 
shown above, is today famous around the world. In performance it 


unexcelled. 
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%* ILLUSTRATIONS RIGHT: These four illus- 
trations show how easy it is to secure any re- 
quired position of tubehead while the patient 
remains seated in the dental chair. The appa- 
ratus is not only 100% flexible but also remark- 
ably stable and free from vibration. 


WEIGH THESE 
=| ADVANTAGES 













@ Apparatus Pays for Itself—A dental x-ray unit, 
available on convenient terms, not only pays carrying 
charges from the first but soon pays for itself in full. 


















me 
ees, @ No Patients Sent Out—many users of this 
i) FISCHER model have told us that it simply does not 
mew iif pay to send patients out for service they should get in 
is your own office. 
| @ Highest Quality Service Assured—with an } 
| x-ray right at your elbow for instant use, patients are eM 
I). always assured of the highest quality service— : 
| promptly. a 
@ X-Ray Builds Good Witll—satisfied patients, ‘a 
who come back when mere service is needed and who ig 
leveloplm tell their friends, is the only sound basis of a growing i” 
abscess practice. 1 
yor. & @ X-Ray Meets Competition—the public today is . 
us, M®E X-ray conscious. Often an x-ray apparatus is necessary , 
prove 4% to meet competition. i 





@ Operation Safe and Very Simple—anyone can 
org learn to make finest radiographs. This 
ISCHER unit is absolutely shockproof and operation 


“> a — cuspids 
MAIL HANDY CARD OR COUPON 


Attached to this advertisement is a handy, ‘no-postage- 
needed mailing card. Mailing it today (or the convenient 
coupon ) will bring you full information, promptly by | 
return mail. Positively no obligation. ta 

















H. G. FISCHER & CO. OH-1040 
2323-2345 Wabansia Ave., Chicago, Il. 


Please send full information regarding your FISCHER Wall- Lg 
Mounted Shockproof Dental X-Ray. No obligation. ie 









es Williams “6” All-Purpose casting gold achieves in the mouth a color 


harmony inconspicuous in its beauty! In using Williams sg for a restora-~ 


tion, you can be sure of “match” in color harmony when the patient needs 


later restorations. Unexcelled for ALL types of castings — inlays, fixed 
bridgework, partial dentures. Stocked by your dealer. Williams Gold 
Refining Company, Buffalo, N. Y.; Fort Erie, No., Ont.; Havana, Cuba. 














color 
stora~ 
needs 
fixed 
Gold 
Cuba. 











New Clinical Studies 
REVEAL HIGH INCIDENCE 
of FETOR EX ORE .... 


e Clinical studies have shown that the waste-laden colon 
may readily be the causative factor in offensive breath. A 
laxative is often indicated. Rely upon... 


SAL HEPATICA...To Provide Liquid Bulk : 


For Gentle Laxation 









SAL HEPATICA makes a pleasant, effervescent drink which 
is not only gently aperient but also helps to reduce exces- 
sive acidity. Bile formation and flow are stimulated. 


SAMPLES ARE YOURS FOR THE ASKING 






——— = SAL HEPATICA Flushes the Intestinal Tract and Helps 
ict 1 Combat Fxcessive Gastric Acidity, 
: fal Hepatic, fo 






BRISTOL-MYERS COMPANY 






19-L West 50th Street + New York, N. Y. 








Yet, it is by far the best material available. No other material 
has the same favorable psychological effect upon the patient. 
The patient, knowing that a replacement is made of precious 
metal, at once places greater value upon it, both intrinsically 
and functionally. Again, as the “best” material, a more ready 
acceptance for the restoration is achieved—greater satisfac- 


tion is derived from its use. 

Gold offers many other advantages, too. As a readily adapt- 
able material upon which the doctor himself exercises a 
maximum of personal control, its physical properties may be 
chosen to suit every requirement for strength and resiliency. 

FOR EXAMPLE: Procast does the work of several golds and 
because of unvarying quality, you can expect strong, dense cast- 
ings free from pits and porosity. Simple cooling methods permit 
two ‘excellent degrees of hardness which meet specific require- 


ments for every type of cast restoration except soft inlays. 
PROCAST $1.95 dwt. at your dealer. 


JULIUS ADERER, INC. 
115 W. 45th St.,N. ¥.C. © 55 Washington St., Chicago 
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\STMULTI-CAST »- SPEED AND SEGMENT SOLDERS | 

















DENTINOL 


What 
Dentists 
Say 


DENTINOL has been 
used by the Dental Pro- 
fession and they have 
recommended PYRO- 
ZIDE TOOTH POW- 
DER for patients’ home 
cooperation for almost 
forty years for the treat- 
ment of Pyorrhea and all other diseases of the oral 
cavity. 

The Dentists who really know DENTINOL and 
PYROZIDE TOOTH POWDER are grateful for the 
help these two products offer and the results obtained. 

he following letter is one of the many thousands 
received from grateful users of our products. 











Por y » Nebraska 
May 14, 1940 
“Dear Sirs: 

Have used DENTINOL ever since I graduated from college 
which is 15 years ago and I am really grateful in having found 
such a ane treatment for Pyorrhea. 

The purpose of this letter is just to let you know that I'm 
well pleased with your products and always keep a supply in 
my office.” 


Se. 6 ¢ 66 6 8 0: € @ 6¢ oe 2 © 











We urge you to recommend PYROZIDE TOOTH POWDER 
for patients’ daily use for home cooperation. DENTINOL is sold 


on a money back guarantee. 


SOLE AGENTS 


WEB DISTRIBUTING COMPANY 
259 South St. Newark, N. J. 
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ORE than 4 out of every 5 
patients, examined in a Clin- 

ical Investigation conducted by 
Forhan’s, had Gingivitis. For this 
reason Forhan’s has been con- 
stantly advertising the above mes- 
sage to over 40,000,000 people. 
Results from this investigation 
showed 95% of the Gingivitis cases 
remarkably improved in 30 days 


FORHAN’S ADVERTISING ADMONISHES 


4 out oF 5 ABOUT 


GINGIVITI 








(after prophylaxis) by brushing 
their teeth and massaging their 
gums twice daily with Forhan’s 
Toothpaste. 

Forhan’s, the original formula 
of Dr. R. J. Forhan, has enjoyed 
professional recommendation for 
over 20 years. Won’t you please 
indicate Forhan’s Toothpaste as 
an adjunct to dental care? 


Clinical samples sent upon request to Forhan’s, New Brunswick, N. J. 


To your patients: a 50¢ Forhan Gum Massager will be sent any patient 
F REE if they send us empty carton of large size Forhan’s Toothpaste 
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My Daughter Will Never Be 
A DENTAL HYGIENIST 


WHY? BECAUSE I want her to be a 
good girl! Don’t misunderstand 
me. The dental hygienist’s pro- 
fession is one of the most ethical, 
worth while, and promising young 
professions I know of: today, but 
no girl can work for ten dollars 
a week and notloseher morale. No 
daughter of mine is going to put 
a couple of thousand dollars into 
a professional education, and 
graduate to work for the same 
wages paid to ten-cent-store em- 
ployees; or remain a burden on 
my bounty, however sweet the 
burden might be to me as her 
mother. Neither is my daughter 
going to have the same expe- 
riences that were mine upon 
graduation from a dental hygien- 
ist course, filled with rosy prom- 
ises of an enviable future. 

True, with all due respect to the 
university from which I gradu- 
ated, I was told I might expect 
to have to enlarge further on the 
knowledge given me. What I did 
not know was that I couldn’t bet- 
ter myself on ten or twelve dollars 
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by EVELYN FOLKERS, D.H. 


a week, not and pay for board and 
room, uniforms, laundry, carfare, 
and clothes that every young 
woman wants and is entitled to. 

My eyes were opened for me at 
my first interview with a pros- 
pective employer. He was a good 
man, far-sighted, ethical, and 
earnestly desiring a girl with 
dental knowledge, but hemmed in 
by prejudice of his local society 
in addition to practicing in a state 
having no legislation for hygien- 
ists. I did not go into this inter- 
view with a superior attitude be- 
cause of my training, but with a 
desire for a position where I could 
be of service and in return receive 
reasonable recompense for my 
training. I was and am a firm be- 
liever that the hygienist should 
expect to get returns on her edu- 
cation, just as the dentist expects 
in time to have his practice re- 
turn all that his own training has 
cost him. 

I came out of that first inter- 
view bewildered but still game. 
After the second interview I was 
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rebellious, and after the third, 
down-right mad. What right had 
a training school to turn me out, 
unsuspectingly sure of obtaining 
a position in a state unlicensed 
for hygienists, without first giving 
me the facts and what I might ex- 
pect from future employers? Why 
had I not been told that I could 
not practice in a great many 
states; why wasn’t I told about 
prejudice I would encounter; why 
wasn’t it pointed out to me that 
I had learned the bare funda- 
mentals in school and must ex- 
pect to learn everything all over 
again? Why wasn’t I told that I 
must start at the same wages as 
the dental assistant who begins 
at the bottom to learn? Why, oh 
why, wasn’t I told that the stock 
reply to my inquiry as to why con- 
ditions were as outlined to me 
would be (smoothly), “Oh, well, 
my dear girl, you’ll only work a 
short time. A nice girl like you 
should be married anyway!” 
(Marriage solving all problems, 
apparently.) 

Useless was all my knowledge 
acquired at school, gone, appar- 
ently, was all I had put into my 
training course. Why, was the 
question that I asked myself more 
frequently as time went on, hadn’t 
I stepped right out of high school, 
then, and taken a job as a dental 
assistant? 

Now I was faced with the alter- 
native—securing a position in a 
state having legislation for hy- 
gienists. Of course, that would 
entail taking a state board exam- 
ination, coupled with the cost of 
application and board and room 
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expenses while taking the exami- 
nation, which I could ill afford. 
Provided that I could pass the 
examination successfully, could I 
be reasonably assured of a posi- 
tion in a state or town where I 
was virtually unknown? Even my 


inexperience told me that the~ 


stock reply to my wanting a posi- 
tion in an unknown territory 
would be, “We always give our 
own state girls first choice.” 


First Convention 


My eyes were further opened 
when I attended my first den- 
tal convention. My classmates 
swooped down on me dressed in 
the latest clothes, looking happy, 
chic, and successful. Most of them 
were from the South or East 
where hygienists are recognized 
in their own right, where they 
could and were working on a sal- 
ary and commission basis. My 
eyes popped at their wages, $75.00 
straight salary and commission 
on every prophylaxis they did. 
They were entrenched in offices 
of their own in the dental offices 
where they were employed, were 
respected by their employers, ad- 
mired and trusted by their pa- 
tients. “Work hard?” “Of course,” 
they replied, and loved every 


minute of it. Why? Because they | 


were being paid in proportion to 
their efforts. 

Did I meet others in the same 
boat as mine? I should say I did, 
and we all wept, actually, on each 
others’ shoulders. With the ex- 
ception of those few unfits who 
never get or keep a job anyway, 
most of the others were from 
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states like mine, having no legis- 
lation. 

What were our parents doing in 
the meantime? I’ll tell you—they 
were blaming us. Poor, ignorant 
girls, actually victims of univer- 
sities standing within states hav- 
ing no legislation, or returning 
sraduates to states having no 
legislation. Universities, mind 
you, having courses for dental 
hygienists that have no financial 
value for a great many of the re- 
cipients of such instruction. How 
long would the future dentists of 
America patronize these same 
universities, if they could not be 
reasonably assured of a livelihood 
upon graduation? The colleges, 
and rightfully, would be damned 
in the eyes of the public for ac- 
cepting the students’ money. 
Well, there are a good many 
parents who feel the same way 
today in regard to the trained 
young women who are living off 
their bounty, simply because 
there were no positions for these 
women in states without licensing 
legislation. How is the ordinary 
layman to know all this with uni- 
versity bulletins portraying rosy 
futures, and concealing the facts? 

Please understand that the hy- 
gienist is not entirely mercenary 
in her aims. Far from it. I take 


| for granted that the ordinary 


hygienist must be capable, must 
enjoy her work, must constantly 
improve her ability, and widen 
her scope of knowledge after 
graduation in order to command 
a better salary. What I do deplore 
is the condition that does not 
allow the hygienist to expand her 
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“My daughter will never suffer my 
experience.” 


knowledge, provide incentive for 
further growth, or the necessary 
funds to further her educational 
abilities in the professional field. 
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STATUS OF THE DENTAL HYGIENIST* 


Number of institutions offering courses in dental hygiene........ 17 
i e's sabe eb ebewey vb Won edertennne 2 
I et i aS in cue Cad whtuwesds cackbbokese 7 
ee ee ae kha ehh eaaens ues 1 
Nine months for D.H. (or four years for B.S. and D.H. )...... 1 
a i ad a ae ee ocaais abicew en as 6 

Lieensed hygienists in U.S. and Hawaii ....................2c cee. 3778 

Ce ms. ach aula cline S66 eckbeeab bee pAbemeE 3275 

es ny NS CU oc . occ eccccceccbcccceccecéeecoesoss 34 


Age requirements vary from 18 to 21 


Majority of states require (two-year training course for applicants 
(general supervision by a licensed dentist 


American Dental Hygienists’ Association: 
Organized in 1922 with 22 members 
Present membership—1600 
Sponsored by American Dental Association 


Fields for Service: 


Dental Offices Red Cross 

Hospitals State and County Boards of Health 

Industrial Clinics Government Hospitals 

Public Schools Neuropsychiatric Hospitals 
Income: 

Offices Schools 

South: $30 to $50 per week $1800 per year 

East: 25 to 50 per week 1800 to 2400 

Middle West: 12 to 30 per week 1000 to 1800 

Coast: 20 to 50 per week 1000 to 2400 

U. S. Hospitals: 1400 to 1800 per year 

Red Cross: 1400 per year 


Note: These figures represent the average incomes. 
*As reported in a survey made by the American Dental Hygienists’ 
Association 1937-38-39. 











I was also accused by unin- showed that in the past twenty 
formed professional men of be- three years only two hygienis 
longing to an unethical organiza- had had their licenses suspendes 
tion. Later, as I grew bitter, I and only six were reprimande 
began to point out that the or- The cases not brought to the: 
ganization as a whole was under _ tention of the dental and hygien 
the jurisdiction of the American _ ists’ professions and societies, af 
Dental Association; that figures of which there was actual know 
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edge, what of them I was asked? 
I, in turn, gently asked, “Why 
does the dentist allow them to 
practice unlawfully?” 
Furthermore, when asked how 
far we intended taking our pro- 


|} phylactic knowledge, I firmly said, 


“Only so far as the law and my 
ethical employer will allow me.” 
When asked the reason for my 
belief in my prophylactic ability, 
I pointed out that the hygienist 
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spends two years learning one 
branch of dentistry as compared 
to four years for many branches 
of dentistry for the dentist. With 
no reflection whatsoever on the 
dental profession, a great many 
men feel that the hygienist can 


give better prophylactic service 


because she is a specialist in that 
phase of dentistry. There is the 
indisputable fact that she can 
better afford to! 

So you ask, what was the out- 


come of my experiences? First, 


an unshakable belief in the pro- 
fession of dental hygienist. Sec- 
ond, the knowledge that a great 
many dentists are prejudiced 
simply because they are unin- 
formed. Third, that there should 
be more widespread knowledge 
of what the dental hygienist 
stands for. Both the layman and 
the dental profession should be 
made to realize that the hygien- 
is; does not desire to take over 
the duties of either the dentist 
or the dental assistant. Fourth, 
the profession should realize that, 
even though there be legislation 
passed in those states not already 
having it, there is no law that 
tan compel a dentist to employ a 
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hygienist if he does not want to! 
On the other hand, such a dentist 
opposed to the whole idea, may 
be keeping another dentist from 
employing a hygienist, simply 
through his short-sighted atti- 
tude. 

And last, but not of small im- 
portance, institutions having 
courses for hygienists are to 
blame primarily for all the evils 
that beset the dental hygienist’s 
profession. They should declare 
themselves as being in favor of 
legislation, and they should warn 
the graduate of future uncertain- 
ties. So long as they have courses 
for dental hygienists these insti- 
tutions will be called upon by the 
public for the teachers needed 
for better dental health educa- 
tion, which entails legislation so 
that they may practice as such. 
How can the public respect a pro- 
fessional group if its members are 
not publicly respected by its own 
Alma Mater! 

The bitterness I had I’ve for- 
gotten by now, but deep within 
me is the firm resolve to stop 
others from getting what I did— 
a course from a college that 
wanted from me only the remu- 
nerative value I represented, and 
cared little or nothing about what 
happened to me after graduation. 
This is the only friendly way I 
know of to bring the situation 
before the profession and the 
dental colleges as a whole, for 
which I have the highest respect 
as a hygienist. 


12754 Maple 
Blue Island, Illinois 
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Bank Aids California Dentists 
TO COLLECT 


LACK OF MONEY PRESENTS the 
largest obstacle to the wide dis- 
tribution of dental services in the 
opinion of 'the officialsof the Bank 
of America. With this in mind, a 
credit plan for financing dental 
accounts has been worked out at 
headquarters in San Francisco. 
According to S. N. Wilson, man- 
ager of the Personal Loan Divi- 
sion, this Timeplan service is now 
being used effectively by one- 
third of the dentists of California. 

Because the principal reason 
given by people of widely varying 
incomes for neglecting dental 
care is “I can’t afford it,” the 
bank has prepared three types of 
plans designed to aid patients, 
according to the economic group 
into which they fall, and to re- 
lieve the dentist of his collection 
problems. 

Long before these plans could 
be put into general use through- 
out California it was necessary to 
get the patient into the dentist’s 
office. Naturally the dentist could 
not advertise, but it was within 
the province of the bank to do so. 
As far back as last March, news- 
paper advertisements were run in 
all metropolitan areas telling the 
public of the great need for den- 
tal service and announcing that 
facilities for budgeting dental 
accounts were now available 
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through the cooperation of den- 
tists in the State of California 















After interesting the public ip 
the credit plan, it was necessar 
to explain to dentists throughoy 
the state how financing facilitig 
could be set up in their ow 
offices and accommodated to th 
economic status of each pati ont 
In doing this, the bank simph 
adapted the technique it ‘ 
used in handling the financial 
problems of thousands of me 
chants who use their service. Aé 
cording to Mr. Wilson, the offi 
cials reasoned thus, “Busines 
men have proved that the barrié 
to sales is not the total price, bil 
the size of the immediate com 
mitment and of the monthly pay. 
ments. If the total cost bard 
to adequate dental service & 
made flexible, lower income 
groups can be served and mor 
nearly complete and more pet- 
fect restorations can be made 
available for those in the medium 
to higher income brackets. Thus 
the availability of dental service 
is greatly expanded.” 

Of the three credit plans of 
fered the dentist, the first is the 
discount plan in which the den- 
tist turns over to the bank a credit 
statement, which the patient has 
filled out in the office to show iil 
financial position, and a note he 
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has signed providing for regular 
payments over a period of time. 
The dentist receives in cash the 
amount of the note less the loan 
cost equal to $6.00 per year for 
each hundred dollars. This cost 
includes insurance on the pa- 
tient’s life for the unpaid bal- 
ance. In addition there-is a tem- 
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porary deduction of a credit re- 
serve, usually 10 per cent, which 
is paid over to the dentist as soon 
as the patient makes the final 
payment. 

With number two, the collec- 
tion plan, the dentist obtains the 
signature of the patient to the 
same kind of a note as under the 
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In offering its credit plan 
to dentists for financing 
accounts, the Bank of 
America suggests, ‘‘It 
should not be forgotten 
that dentists are inescap-— 
ably involved in the credit 
business. Each patient 
whose work is finished 
before his bill is settled is 
a credit case. Dentists 
should also remember that 
it is easiest for the patient 
to pay for services render- 
ed when such services are 
fresh in his mind. The 
older the account, the 
harder it is to collect.” 











discount plan, but turns it over 
to the bank for collection; the 
funds to be remitted to the den- 
tist as collected, less a collection 
cost of 50 cents for each install- 
ment, with a reasonable mini- 
mum charge. 

In plan number three, the den- 
tist has no part in the financing 
of the account. He simply sends 
the patient to the bank to ar- 
range his own loan. On the sur- 
face, this plan appears to be 
easiest for the dentist, but it 
should be recalled that under 
plans one and two, the patient 
has signed a note before he leaves 
the dentist’s office. If he elects 
plan number three, the patient 
leaves the office a free agent and 
may never return. 

Now, as to who should have the 





benefit of these plans, the Bank 
of America has made an inter- 


esting study. Based on this in- 


formation, it does not recom- 
mend that the Timeplan facili- 
ties be extended to every pros- 
pective patient. Dentists are told 
that income is divided in three 
main metropolitan groupings: 30 
per cent receive less than $1000 a 
year; 50 per cent receive $1000 to 
$2400; and the remaining 20 per 
cent get more than $2400. 

There are many persons in the 
30 per cent group who cannot 
qualify for installment credit be- 
cause of the consistent smallness 
or the irregularity of their in- 
comes. In this group usually are 
found canvassers and salesmen, 
who work entirely on a commis- 
sion basis, construction workers, 
many farmers, and unskilled la- 
borers. 

The patients who fall in the 50 
per cent group offer the largest 
and most lucrative field for the 
operation of this dental credit 
plan. Regularly employed per- 
sons are, of course, the most ac- 
ceptable risks. They are the best 
subjects to whom to offer plan 
number one, the discount plan, 
which gives the dentist his cash 
payment. 

In the 20 per cent group are 
found generally persons who are 
prominent in the business and the 
social world. Very often they be- 
lieve that their credit rating is so 
sound that it is unnecessary for 
them to make any definite com- 
mitment as to eventual payment. 
Dentists are advised to place such 
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first; then, if the patients fail to 
meet such terms, many of them 
will be found approachable on 
the Timeplan method of financ- 
ing. The fact that the plan func- 
tions in a dignified way through 
a bank will often appeal to these 
more substantial patients. 

Whichever of these credit plans 
is adopted by the dentist, he is 
then free to complete the pa- 
tient’s dental service without 
concern about the _ collection 
problem and with only the nor- 
mal contingent credit hazard, if 
the patient should be unwilling 
or unable to pay. 
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To explain briefly and clearly 
how the Timeplan functions, the 
Bank of America has published 
recently an attractive booklet, 
which was prepared with the co- 
operation of California dentists. 
This booklet has received the en- 
dorsement of both State Dental 
Associations in California. It is 
the hope of the Bank of America 
that through such literature 
more dentists may become inter- 
ested in this credit financing 
plan, thus encouraging other 
banks throughout the country to 
adopt similar plans for budgeting 
dental accounts. 








CHINA NEEDS FUNDS FOR DENTAL SCHOOL 


IN ALL CHINA THERE are only four hundred adequately trained and 
equipped dentists, less than one per one million persons. Only major 
school in dentistry is at the West China Union University at Chentgu, 
more than a thousand miles beyond the present line of fighting. At 
present this University is in acute need of $3,000 to construct a new 
dental clinic building, according to S. D. Maddock, vice president of 
Commercial Investment Trust Incorporated of New York. While living 
in China he became acquainted with the great need for this compara- 
tively small building fund and, in his private capacity as a friend of 
China, he is asking the members of the dental profession and the den- 
tal trade to cooperate with him in raising this money. Mr. Maddock 
and his associates in the New York bank have agreed to contribute 
$750 when $2,250 has been subscribed by the dental field. Those who 
are interested in aiding this most necessary project, please write to 
S.D. Maddock, One Park Avenue, New York. He will be glad to send 
you a booklet entitled DENTISTRY IN CurINa telling of the great work 
being done*by the West China Union University and how you can make 
a contribution of whatever size you wish. 


~ 
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INSTITUTE DEDICATED 


THIS INTERIOR VIEW Of one of the clinics in the new dental building fe r 
graduate and postgraduate study shows Doctor William H. G. Logg ng 
Dean of Loyola University Dental School, greeting other leaders of | 
the dental profession on the day in April when this University off 
Michigan building was dedicated. Construction of the new unit at . 
Ann Arbor, as part of the University Dental School, was made pos=™ 
sible by a generous gift of the W. K. Kellogg Foundation supplemente d 
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by PWA and University funds, totalling more than half a million 
dollars, which has been used most effectively. 

The new institute is a unique project that has resulted from the 
common interest in public health education of the University and 
the Foundation. It will enable dentists to take postgraduate and grad- 
uate courses in the United States at a fee that is not prohibitive for the 
average practitioner, as the Foundation will supply funds to augment 
the salary budget of the University. 

Under the name, The W. K. Kellogg Foundation Institute of Grad- 
uate and Postgraduate Dentistry, a pioneering effort is being launched 
in this institution that is sure to have a stimulating effect on dental 
education, in the opinion of Emory W. Morris, D.D.S., general direc- 
tor of the Foundation. 

The building itself, an exterior view of which is shown here, is from 
an architectural point of view, an outstanding contribution to the 
University Campus. It combines maximum efficiency with a simple 
and beautiful design. In the department for children’s dentistry, 
which is to receive special emphasis, an effort has been made to create 
an appealing atmosphere. Murals depicting early American folklore 
decorate the children’s waiting room. The children’s clinic as well 
as the departments for research and operative dentistry and other 
postgraduate instruction are entirely modern in their equipment, 
much of it of special design. 
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Arizona Campaigns for Honesty 


IN ADVERTISING 


by WILLIAM J. JOHNSON, D.D.S.* 


VICTORY FOR THE Arizona State 
Dental Society’s bill to restrict 
dental advertising depends to a 
large extent on public under- 
standing of one important fact: 
that the measure (Proposition 
300-301) regulates—it does not 
prohibit. If this one issue is made 
clear beyond question, an over- 
whelming yes vote seems assured. 

The Arizona bill, patterned 
after the Oregon law and aimed 


at the “lure” and “bait” type of 


dental advertising, was passed by 
both houses of the state legisla- 
ture, with good majorities, in 
March, 1939, and was signed by 
the governor. It would have gone 
into effect within ninety days had 
it not been for the fact that, be- 
fore the elapse of that time, cer- 
tain opposing interests filed a 
referendum to prevent the bill 
from becoming law until ap- 
proved by vote of the people. The 
test comes in the general election 
on November fifth, when the mea- 
sure will be on the ballot for 
referendum vote. 

The Legislative Committee of 
the Arizona State Dental Society 
is now busy bringing the real 
issues before the people and cor- 
recting the false impressions 





*Chairman, Legislative Committee, Ari- 
zona State Dental Society. 
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carefully created by the opposi- 
tion. The main opposition comes 
from approximately ten Phoenix 
dentists who carry the “lure” and 
“pait” advertisements which 
would be affected by the bill, and 
the two Phoenix daily newspa- 
pers which carry this same copy. 
There are from 50 to 60 weekly 
and daily newspapers in Arizona 
and 146 dentists. One hundred 
dentists belong to the Arizona 
State Dental Society, and 36 of 
the remaining 46 are considered 
ethical dentists, presumably in 
favor of “cleaning up” dental ad- 
vertising methods. 

To prove that the Arizona bill 
does not prohibit all dental ad- 
vertising, the Legislative Com- 
mittee has offered three types of 
evidence: 

1. The bill itself, which clearly 
lists seven specific types of dental 
advertising commonly used as 
“bait” to lure patients into the 
office. The measure outlaws these 
seven specific practices and 
nothing more. 

2. Sample dental advertise- 
ments clipped from newspapers 
in Oregon and other states where 
similar laws are already in effect. 
If the bill prohibits all dental ad- 
vertising, the committee asks, 
how do you account for these? 
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3. Testimony and _ statistics 
from Oregon newspapers them- 
selves, showing actual increases 
in dental advertising lineage 
after the constitutionality of the 
Oregon law was upheld by the 
U. S. Supreme Court. (The Ari- 
zona law is patterned. closely 
after the Oregon law.) 

As part of its evidence, the 
Committee has even obtained a 
136-inch newspaper advertise- 
ment recently run by the same 
dentist who in 1934 unsuccessfully 
carried his case against the Ore- 
gon law to the Supreme Court of 
the United States. This and many 
other advertisements are evi- 
dence that Oregon dentists still 
have plenty to talk about in their 
newspaper advertising, but the 
higher quality of the copy is im- 
mediately apparent, and it be- 
comes evident that the Oregon 
law has brought about a substi- 
tution of dental health education 
for advertising lure. 

Instead of taking advantage of 
the public’s lack of information 
about dentistry, dental advertis- 
ing in states now having legis- 
lation, such as the voters of Ari- 
zona are asked to approve, serves 
an educational function. After 
all, the great majority of dentists 
are willing to stand or fall on 
their skill as dentists rather than 
their ability to lure patients into 
their offices by sensational “bait” 
advertising. 

Other arguments against the 
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Arizona dental bill are likewise 
as deceptive and misleading as 
the “lure” and “bait” advertise- 
ments themselves — and both 
spring from the same source. No 
issue of “free press,” lower prices, 
or prohibiting advertising, is in- 
volved. The measure cannot pos- 
sibly affect any kind of advertis- 
ing except dental advertising, now 
or in the future. Yet these con- 
jectures of what might happen 
under the proposed law, are pro- 
duced by the opposition as — 
arguments—presumably because 
there are no better ones. In each 
case the supposition is shown to 
be completely unfounded by ac- 
tual experience of what has hap- 
pened in states where similar 
laws are already in effect. 

The purposes of the Arizona 
dental bill are simply: 

1. To protect the public health 
from “lure” and “bait” dental ad- 
vertising. 

2. To maintain in Arizona 
standards of dentistry as high as 
those of 36 other states. 

These are the true purposes of 
the bill. But truth, like advertis- 
ing, is effective only in proportion 
to its circulation. Continued in- 
dividual campaigning for Propo- 
sition 300-301, on the part of all 
dentists and their friends, as well 
as continued educational work by 
the Legislative Committee itself, 
are essential to victory. 


Lois Grunow Memorial Clinic 
Phoenix, Arizona 





HOLLYWOOD CALLS 


A DENTIST 





Under contract to Co- 
lumbia, with whom he re- 
cently signed up, Doctor 
Buchanan is now rehears- 
ing a featured part with 
Constance Bennett and Pat 
O’Brien in the picture 
“Passage West.” 











WHEN I CALLED ON Doctor Edgar 
Buchanan of Pasadena he was 
still rubbing his chin following a 
“not since Christmas haircut and 
a four-inch shave” after three 
months on location making the 
picture “Arizona,” in which he 
portrays the character of Judge 
Bogardus. 

Doctor Buchanan has a host of 
friends in Oregon where both he 
and his wife, the former Mildred 
Spence of Canada, graduated in 
1929 from the North Pacific Den- 
tal College and practiced for ten 
years, and a rapidly growing 
number of friends in California 
who join in congratulations for 
his success. It is interesting that 
Doctor Buchanan’s father is a 
dentist as is a sister of his wife. 

“Buck,” as they call him 
around the lot, is 34, weighs I 
would say about 200, has hair 


by S. A. ALLEN, D.D.Si 


which reflects quite a few red 
rays and owns a speaking voice 
easy to listen to. A bit of a 3 
creeps around most of the time 
and I notice he is a good listener; 
His father wanted him to bé 
either a physician or a dentist so 
started the boy in a premedical 
course. During these years theré 
were particular “credit-points 
which needed bolstering thai 
“Buck” found might be stepped” 
up by spending a little time in: 
a course of dramatics. And lo it 
came to pass—he liked dramatics, 
In fact, he liked them very much) 
Then he got another idea—hé 
would rather be a dentist. Hij 
father was a dentist. Father liked 
the idea. But there was nothing 
in the agreement which said he 
could not continue his side line 
in dramatics. Taking jobs at un- 
dertaking, janitoring, gas-sta- 
tion attending and houseboying, 
he also found work in the Little 
Theatre. Money was welcome. 
Then came an offer as assistant 
dramatic interpreter for the Uni- 
versity of Oregon. Also came 
father and a long talk about the 
many uncertainties of “acting” 
and the more reliable advantages 
of a dental practice. Although 
offered a scholarship in dramat- 
ics at Yale, resolved to be a den- 
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tist and so continued his studies 
in Oregon. 

Among the 125 dental students 
there was a girl, Mildred Spence 
—124 men and a girl. For some 
reasons never explained girls are 
none too popular in dental 
classes. 

Now comes fate. Buchanan was 
not standing exactly highest in 
his class. No failing grades, but 
some marks were just passing. 
Coming back to school one year 
he was a bit late and as a penalty 
was given lecture-room seat, lab- 
oratory and dental chair loca- 
tions beside this “female” who 
wanted to be a dentist. One day 
the school secretary showed him 
some grades of the girl—was 
“Buck” going to let her show him 
up like that? That hurt. Buck 
pondered and consulted — the 
girl. She encouraged, they stud- 
ied together. All seemed well till 
that day when the dean called 
him into the office. Trouble—that 
always meant trouble. 

“Shut the door,” said the dean. 
“Buck” shut the door. “Sit down,” 
said the dean. “Buck” sat. “Look 
at those grades Buchanan! I 
knew you could do it. The ques- 
tion is why in thunder you have 
not been doing that all the time.” 

Shall we keep it secret that 
“Buck” hurried out to tell a cer- 
tain one and then and there for- 
gave her for the time when she 
made a mistake and used stone 
instead of ‘plaster to take an im- 
pression of his mouth and it took 
three instructors two and one- 
half hours to chisel it out? 

One year ago, after having 
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passed the dental board exami- 
nation, Doctor Buchanan came 
to California and started to prac- 
tice in Pasadena and, just as a 
matter of course, took active part 
in the work of the Community 
Play House of that city. After ap- 
pearing in eleven productions he 
was “seen” and given work in 
pictures some of which are “Too 
Many Husbands,” “Sea Hawk,” 
“When the Daltons Rode.” He 
was really discovered by Director 
Wesley Ruggles and, following 
tests, assigned by Director Rug- 
gles to portray Judge Bogardus 
in the Columbia picture “Ari- 
zona” to be released this fall. Now 
even before Doctor Buchanan has 
seen the first rushes he is being 
given the chance so many strive 
to win—offer of a contract. 

Despite long hair and an al- 
most flowing beard Doctor Bu- 
chanan worked in his neat den- 
tal office, numbering among his 
patients, shall we say, many 
playmates of the drama? Per- 
sonal appearances and radio are 
calling. On the side, he tells me 
the reason he was late to school 
that time was because of a slight- 
ly over-extended deer hunt with 
Dad, which each season they al- 
ways take together. 

Also and not, by any manner 
of means, the least in importance 
in his life, the girl who brought 
about praise from a dean, she 
who became his wife, still plays 
her part with more and more 
effectiveness in all he does or ever 
hopes to do. 


232 North Orange 
Glendale, California 


October, 1940 
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CANADIAN ARMY 





Has Best Dental Service 


WITH A VIEW TO BRINGING dental 
service directly to soldiers, at the 
earliest possible moment, the 
Canadian Dental Corps has been 
reorganized and revitalized. To- 
day it possesses mobility, strength, 
and equipment to give service to 
the troops quickly and under al- 
most any conditions short of ac- 
tual armed engagement. It is no 
longer, as in the past, a sub- 
branch of the Medical Service but 
a unit in its own right helping to 
maintain the fitness of the 
troops. This is Canada’s unique 
contribution toward bringing 
the best of dental science nearest 
the fighting men, according to a 
recent article in The Dental Rec- 
ord.1 

During the last war Canada 
demonstrated to doubting army 
officers the value of dental units, 
although the maximum number 
of dental officers available for a 
division was only three, and 
there were times when two den- 
tal officers found themselves re- 
sponsible for 100,000 men. Now 
the ideal of one dental officer to 
500 men has been achieved, 
under Colonel F. M. Lott, Direc- 
tor of Dental Services, who is the 
driving force behind the pro- 
gram. He is credited with devel- 
oping clinical detachments that 





‘Dental Fitness of Canadian Forces, The 


Dental Record 60:297 (July) 1940. 
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are equipped to set up operating 
units wherever there are soldiers 
needing attention. These detach- 
ments are manned by one officer 
plus two assistants and they 
drive up in trucks carrying four 
trunks, about the size of small- 
sized wardrobe trunks. No other 
army has kits comparable in com- 
pactness and effectiveness to 
these. Two of the trunks, A and 
B, contain all that a well-equip- 
ped dentist would need in his of- 
fice, and the other two, C and D, 
the equipment for a complete 
dental mechanic’s laboratory, in- 
cluding in each case the neces- 
sary furniture. Each Divisional 
Dental Company has sixteen of 
these mobile clinical detach- 
ments operating out from head- 
quarters ready to drive up and 
give emergency care without de- 
lay. Behind them are the Field 
Ambulances at each of which 
there is another clinical detach- 
ment, and back at the head- 
quarters of the Dental Company, 
in addition to the equipment sim- 
ilar to that of the four trunks 
mentioned, there is a further 
miracle of contraction. Trunks F 
and G contain a complete X-ray 
outfit plus equipment for a pros- 
thetic laboratory. At casualty 
clearing stations, general hos- 
pitals, and convalescent depots, 
all the facilities of the Dental 
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Corps are also made available. 
Experienced officers are there to 
assist the medical staff in the 
treatment of mouth and jaw 
wounds. 

It is not necessary, however, for 
a soldier to wait until he goes 
overseas to receive dental care. 
From the inception of his service 
his teeth are considered of great 
importance. Every military dis- 
trict in Canada has its dental 
company organization. All sol- 
diers have been given thorough 
dental examinations and what- 
ever treatments are necessary. It 
has also been possible for a com- 
plete dental company, under the 
direction of Major W. Trelford, to 
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set up its portable units and give 
service on the troop ships before 
they leave port. In the files of 
the Canadian Dental Corps there 
is now a detailed record of the 
condition of each man’s teeth at 
the time of enlistment. 

In the opinion of the President 
of the British Dental Association, 
“The Canadian Army is the only 
army in the whole world that at- 
tempts to send its soldiers to the 
front ‘dentally fit’ and keep them 
fit.” Today in the British Army, 
dental services are growing in 
importance too, fortified no doubt 
by the experience of the Cana- 
dian clinics in the last war. 
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GIVE ME THE LIBERTY TO KNOW, TO UTTER, AND TO 
ARGUE FREELY ACCORDING TO MY CONSCIENCE 
ABOVE ALL LIBERTIES. John Milton 


The Dental Hygienist Wants an Answer 


DENTISTS WHO ARE parents are roughly divided into those who would 
favor their children following dentistry as a vocation and those stren- 
uously opposed to such a career. The father and son succession in 
dentistry suggests that many dentist-fathers see no better opportu- 
nities in the business world than those within their own profession. 
It may be that an equal number of dentists lament “No son of mine 
will follow this hard way of making a living.” In the case of daughters 
the selection of a career in dentistry is more perplexing. Girls may 
go to a dental college and accept the buffeting of that experience, 
They may graduate and enter practice where they are usually viewed 
patronizingly by their masculine confreres and often as something 
less than dentists by the public. There are notable exceptions, but 
the women in dental practice have had a hard way. 

For the past twenty-five years women have infiltered into an 
ancillary branch of dentistry to work as dental hygienists. These 
women have been trained to do one job well, routine prophylaxis. 
They cannot practice independently but only under the supervision 
of a licensed dentist. In a quarter century this career has attracted 
4000 women, whereas in the same period probably twenty times as 
many women have found employment in the beauty culture field. 
Two-thirds of the American states and territories, 34, have recog- 
nized the dental hygienist by licensure. In the other one-third of the 
United States the dental hygienist is viewed with indifference or 
hostility by the dental profession. The time for dentistry to evaluate 
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the rdle of the hygienist is now. The experimental period has been 
long enough and should be over. If she has performed a service and 
done a job well, her opportunities should be expanded. If she has 
made a contribution to preventive dentistry, she should now be given 
a chance to serve more people. Her praises should be raised. If, on 
the other side, she has intruded into dental practice and attempted 
to do things for which she was not prepared, if she has done her job 
poorly, or if her skills are not acceptable to the public—then, be gone 
with this vocation. 
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The dental hygienist sprang from the needs and desires of the den- 
tal profession. The vocation was nurtured and developed by den- 
tists, not by a group of young women seeking to inflict themselves 
on the profession. Dentists said that there should be such a vocation 
created. Dentists told this story to legislators who accepted the word 
and legalized the practice. This creation of dentistry has stumbled 
along without much guidance for twenty-five years. Young women 
have been attracted to the calling by the eloquent bulletins issued 
by schools offering courses for dental hygienists and by vocational 
counselors. Families have made sacrifices to train daughters for a 
career that sounded tempting, that appeared to be a profession 
analagous to nursing and from which good returns were promised. 
Disillusionment has come to these girls and to their families when 
they found out the facts—that they cannot practice their vocation 
in one-third of our states, that they are always under the thumb 
and whim of a dentist who is restrained by law from giving them any 
latitude of action, that if there are not enough prophylaxes to be given 
the dental hygienist is expected to “double in brass” and take over the 
functions of the dental assistant. Neither have the returns com- 
pared with the grandiose income figures promised in the circulars 
sent forth by the schools offering courses for dental hygienists.. 

Racket is a harsh word but a vigorously descriptive one. It may be 
too harsh to describe some of the schools, including large American 
universities, that offer training courses for dental hygienists, but 
what word could be substituted for colleges that offer such courses 
in states where there are no hygienist’s laws? What can we call a sit- 
uation of this kind: you promise a career, take money for tuition, 
graduate a girl, and then tell her, “Sorry but this job of yours can be 
performed legitimately in only two-thirds of the states, and your 
home state is not one of them”? The colleges have not been the sole 
malefactors. The dental profession—by not taking a strong stand in 
support of the dental hygienist, if her activities warrant it, or an 
equally powerful opposition if she deserves that—has perpetuated a 
misconception among many young women seeking a vocation. 

A young woman has the courage to speak her mind on this subject 
in this issue. After reading My DAUGHTER WILL NEVER BECOME A DENTAL 
HYGIENIST, Many dentists will unquestionably share the sense of 
shame that I feel as a member of the dental profession and as one 
who has stood by with profound indifference and without convictions 
on a subject of major importance to the profession and to the public, 
which we are supposed to be serving. 





















Denver (Colorado) Gazette Tele- 
graph: Delegates to the Denver Sum- 
mer Seminar for the Advanced Study 
of Orthodontics, meeting the second 
week in July, received a surprise visit 
from Wendell L. Willkie who was a 
guest at the Broadmoor Hotel. While 
Doctor Hermann Beck of the Univer- 
sity of California was lecturing and 
showing slides at one of the sessions, 
Mr. Willkie happened by, dropped in 
to hear the lecture, stayed until the 
end of the session, and then had an 
informal chat on the political situa- 
tion in general with dentists from 
eleven states. 


Time Magazine: To the relief of 
British physicians who, since the be- 
ginning of the war, have sought a 
cure for Vincent’s angina or trench 
mouth, John J. Duncan King, den- 
tist of the University Field Labor- 
atories, Sheffield, England, an- 
nounced that he had found one: 
nicotinic acid. This acid, one of the 
elements of the Vitamin B complex, 
is found in liver, yeast, milk, green 
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vegetables, fish, and lean meat. Doc- 
tor King, following a hunch that 
trench mouth might be caused by 
nicotinic acid deficiency, fed small 
amounts of the acid dissolved in wa- 
ter to thirty-four patients with se- 
vere trench mouth. All of them re- 


covered, some within forty-eight 


hours. 


San Francisco (California) News: 
Peacetime recruiting records for San 
Francisco were broken. during July 
at both the Army and Marine Corps 
recruiting headquarters. Although 
more than 860 were accepted, it was 
necessary to reject the majority of 
the applicants. Cause for the greatest 
number of rejections was defective 
teeth. 


White Plains (New York) Daily 
Dispatch: As a young man faced 
with the necessity of deciding be- 
tween music and dentistry as a ca- 
reer, Leon E. Dickerson chose dentis- 
try and used his violin playing 
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earn his way through dental college. 
Since then he has built up a success- 
ful dental practice in White Plains 
over a period of twenty-four years, 
put has never lost his interest in the 
theatre. Locally he is famous for his 
work in amateur theatricals. He was 
a member of the first Ridgeway Play- 
ers and the Fireside Group. He has 
written and produced many of his 
own plays throughout Westchester. 
He has also directed minstrel shows 
and, for the past ten years, the pro- 
ductions of the Lions Club for the 
underprivileged. Besides another out- 
side activity as head of the White 
Plains Community Chest Speakers 
Bureau, he is a member of the dental 
staff of the local hospital and a past 
president of the Ninth District Den- 
tal Society of New York State. 


Kansas City (Missouri) Star: Doc- 
tor Samuel Loebenstein has a new 
twist on collecting autographs. For 
along time he had been a stamp col- 
lector, then he decided to have 
stamps autographed by celebrities 
and other interesting persons. His 
procedure was simple. He selected 
one or more stamps, which seemed 





to him suitable for the intended 
signer, attached them to a card, and 
wrote a courteous letter, asking for 
@ signature across the face of the 
card and stamps. Among dozens of 
autographs he has collected in this 
fashion are those of the former Post- 
master General Farley, Mrs. Frank- 
lin D. Roosevelt, and Felix Frank- 
furter. Arturo Toscanini and other 
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musicians and writers also came 
through handsomely, according to 
Doctor Loebenstein. 


Indianapolis (Indiana) Star: Doc- 
tor Virgil Key of Princeton was re- 
cently appointed by Governor M. 
Clifford Townsend to serve a four- 
year term as a member of the State 
Board of Examiners. 


Monterey (California) Herald: The 
flying dentists, Cecil R. Smith and 
J. H. Lorenz of Palo Alto, recently 
returned from a round trip airplane 
flight to Fort Yukon, Alaska. Special- 
izing in long distance flights in light. 
planes, such as the Stinson 105 mono- 
plane, they went to Colon, Panama, 
last year, and next year they plan to 
tour South America. 


Portland (Oregon) Oregonian: 
Henry C. Fixott, past president of the 
Oregon State Dental Association and 
a member of the Portland Rotary 
Club, has been appointed a member 
of the Aims and Objects Committee 
of the Rotary International. His ap- 
pointment was made by Aramando 
de Arruda Pereira of Sao Paulo, Bra- 
zil, new international president. 


Providence (Rhode Island) Bulle- 
tin: After forty years, Doctor H. N. 
Berthiaume came back to Rhode Is- 
land last month, where he first be- 
gan to practice dentistry. He is one 
of the refugees from France. Early 
in June on a train packed with hun- 
gry refugees, he escaped from Paris, 
leaving behind his apartment, mon- 
ey, and the dental practice he had 
built up as an associate of W. S. 
Davenport, dean of American den- 
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tists in that city. At Bordeaux, leav- 
ing most of his baggage behind, Doc- 
tor Berthiaume boarded the liner 
Washington for Lisbon. There he 
found his office nurse, Gladys Briggs, 
trying to get home to England. Un- 
able to do that, she booked passage 
on the liner Washington and came to 
the United States instead. Doctor 
Berthiaume tells a thrilling story of 
the Washington being pursued by a 
submarine. At present he is visiting 
a cousin and later hopes to go back 
to California, to practice dentistry 
where he worked for twenty years 
before leaving for Paris. Of the 
French people he says, “They didn't 
want the war. They loafed, they did- 
n’t do any work, there was dissension 
in political groups, no stability. They 
could see what the Germans were 
doing, but they didn’t do anything 
themselves.” 


New York (New York) World Tele- 
gram: Out in Oakland, California, 
the police think the “meanest thief” 
is the one who used an ice pick to 
rob a lion of a gold tooth. They are 
convinced the crime is unique, never 
having heard of another lion who 
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had a gold tooth. In his days of 
action the lion had a movie role. But 
while acting he wore away a tooth. 
His owner, Homer Snow, son of the 





African explorer, took the lion to 
Fred Barron, an Oakland dentist. 
Bruce, as the lion was called, was 
given one of the largest gold teeth 
ever made. Later his owner put him 
in a zoo for safe-keeping, but the 
gold tooth attracted a couple of ban- 
dits, who couldn’t extract the tooth 
but shot Bruce in the process. Snow, 
much grieved over the loss of his pet, 
sent the carcass to a cold storage 
company, preparatory to having it 
mounted, That was four years ago. 
The other day, Snow called for the 
carcass, found it frozen hard as stone, 
but the gold tooth was missing. 
Someone had extracted it with an 
ice pick. Later it was found in a 
pawnshop. 


Awards for contributions to DENTISTs IN THE News this month have gone to: 


Miss FLORENCE K. Boone, 408 Jay Street, Brooklyn, New York. 
Miss MARGARET HARLEY, 1502 Waldheim Building, Kansas City, Missouri. 
R. M. McDowELL, D. D. S., University of Colorado School of Medicine, Den- 


ver, Colorado. 


CAN YOU USE A DOLLAR? 


TO EVERY READER who contributes a newsworthy item, something un- 
usual about a dentist, which is published in this department, we will 
send promptly a crisp, new one dollar bill. Every clipping must be 
taken from a newspaper and carry the name of the publication and 
the date line. Clippings submitted cannot be returned. When more 
than one copy of a clipping is submitted, the first one received will be 
used. Send all items to: Dentists in the News, OraL Hycrene, 708 Church 


Street, Evanston, Illinois. 
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Please communicate directly with the Department Editors, V.CLYDE SMEDLEY, D.D.S., 


and GEORGE R. WARNER, 


-D., D.D.S., 1206 Republic Building, 


Denver, Colorado, enclosing postage for a nal 
reply. Material of general interest will be 
published each month. 


Casting Inlays 


Q.—When we cast inlays, the cast 
model is almost completely covered 
with small air bubbles. 

We mix the investment thorough- 
ly, tapping the ring gently but firmly 
after it is run up to eliminate bubbles, 
and let it harden for 30 minutes, then 
burn it out slowly for one hour, and 
turn up the flame high the last five 
or ten minutes. 

If you can tell us how to eliminate 
the bubbles, I shall appreciate it 
very much.—C. B., Minnesota. 

A.—We are having little if any 
trouble with bubbles. After thor- 
oughly cleansing the wax pattern 
with soapy water and washing 
in clear water, we dry the pattern 
with air. 

We then paint the pattern with 
the investment, using a small 
camel’s hair brush. After paint- 
ing on a coat, we blow it off and 
repeat this process at least three 
times. We then paint on a heavy 
coat and dip the thus painted 
pattern in the dry powder, and 
then draw a knurled handle over 
the edge of the sprue former until 
the dry powder disappears into 
the moist investment. 

This process is repeated until 
we have a good heavy coat over 
the pattern, when the ring is put 
on and filled with the invest- 
ment. This is allowed to thor- 
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oughly set before burning out the 
wax.—GEORGE R. WARNER. 


Asthmatic Condition 


Q.—I have often read and enjoyed 
your question and answer column, 
and have many times wished that I 
had an opportunity to consult you 
on some of the cases that have wor- 
ried me. I have at the present time 
one that is disturbing not only me 
but others. 

This is the case of a woman past 
forty, who has enjoyed fairly good 
health most of her life. Several years 
ago, she became troubled with asth- 
ma, and was taken to various clinics - 
in the East and the Mayo’s, where 
she was thoroughly checked for any- 
thing that might cause it, winding up 
with autogenous and other vaccines 
from different clinics. I am not cer- 
tain as to what the family feels gave 
her the best results. 

About two years ago, she moved 
to our community and she was sent 
to me for thorough dental x-ray, 
hoping that I might find a tooth that 
was causing the condition. Full 
mouth roentgenograms, at that time, 
showed an upper left first and second 
bicuspid with large restorations but 
only a slight thickening of the mem- 
brane over the apex. No condition 
resembling granulomas could be 
found from the roentgenograms. 

However, because of persistence on 
the part of her family, who believed 
a tooth might be the offending cause, 
we selected a first bicuspid, because 
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there seemed to be more thickening 
of the membrane over that tooth 
than any other. The tooth was care- 
fully extracted and fractured, pulp 
tissue removed, and culture showed 
Streptococcus. Immediately follow- 
ing this extraction the patient en- 
joyed the best health that she had 
enjoyed for several months, gaining 
in weight, and was able to eat and 
rest without any asthmatic condi- 
tion. 

In about five months the condi- 
tion began to return. The next most 
likely tooth was selected and it 
worked magic again. 

Recently the patient has returned. 
We extracted a wisdom tooth that 
did not look bad, and the culture 
showed no infection. A slight pick- 
up was noticed, but recurrence was 
early and just day before yesterday 
a first molar on the other side was 
extracted. However, we knew before 
extraction this tooth was solid with 
pulp stones, but negative to an x-ray 
examination. After careful extrac- 
tion and careful fracture of the tooth, 
which allowed us to remove the pulp 
stone without touching any other tis- 
sue, a 48 hour culture showed many 
Staphylococci. In the past 24 hours 
the patient has not had the drawn 
turgid feeling of asthma, was able to 
lie down and sleep during the day, 
and was able to eat. 

Now, the question that is arising 
in our minds is: “Are we removing 
teeth that we should, or are we 
merely producing some kind of an 
autogenous vaccine by the extraction 
of teeth?” There are about ten re- 
maining teeth with pulp stones. The 
extraction of any one of these might 
give the patient a pick-up each time, 
but followed by a relapse, and I am 
wondering if in your vast experience, 
you have learned anything about 
these particular patients that re- 
spond so wonderfully to extraction, 
and in six months receive just as 
severe a setback. 

Any help that you may be able to 
give me will be greatly appreciated 
by myself and the patient. Roentgen- 
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ograms of this case are available, as 
I have several sets. At the present 
the roentgenograms show a totally 
negative condition, save for the pulp 
stones.—H. T. C., Florida. 

A.—yYour well-presented case 
is both interesting and challeng- 
ing. 

We are not surprised at the 
findings upon extracting the bi- 
cuspids with large restorations 
and a slight widening of the api- 
cal periodontal space. We have 
had so many similar cases that 
we look askance at such a tooth 
and do not hesitate to extract 
where systemic conditions de- 
mand elimination of possible foci 
of infection. 

But when considering pulp 
stones we are treading on more 
dangerous ground. If we take the 
stand of Kretschmer! we are go- 
ing to have an edentulous nation. 
Yet we must recognize that pulp 
stones may cause or be associated 
with an infected pulp. 

Cahn2 has written on this sub- 
ject and has shown that calcifi- 
cations that extend into the pulp 
canals are always pathologic. So 
the question, academically con- 
sidered, is complicated and when 
reduced to a single case is most 
serious. 

However, your patient seems to 
have shown a high susceptibility 
to bacterial proteins, and you are 
therefore justified in being more 
radical than in the average case. 
—GEORGE R. WARNER. 


Dry Mouth 


Q.—One of my friends had his 
teeth removed surgically and den- 





iKretschmer, A. M. and Sebold, J. W.: 
The Bacteriology of Dental Pulp Stones: 
A Preliminary Report, The Dental Cos- 
mos, Page 292 (March) 1936 

*Cahn, L. R.: Snaethontinns of the Den- 
tal Pulp, Dental Items of Interest, Page 
808 (November) 1926. 
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tures inserted. He had had seven 
upper dentures made. After the den- 
ture is in, his mouth becomes so dry 
he cannot hold the denture in place. 
All of these dentures were made by a 
specialist. This patient has asked me 
if a roofless denture would be satis- 
factory. Not knowing much about 
such things, I could not advise him. I 
suggested a denture made of non- 
precious metal for the palatal part. 
Itold him that in my judgment there 
was a lack of secretion in the upper 
part of his mouth. His lower denture 
seems to be all right. 

It has been suggested to me that 
possibly there was a nerve damaged 
when the extractions were made. 

If you can recommend a method 
of treating this case, I shall be grate- 
ful—W. R. R., Illinois. 

A.—Prinz and Greenbaum? ad- 
vise the use of pilocarpine hydro- 
chloride for cases of dry mouth 
or Xerostomia, and they say that 
it can be taken indefinitely, as it 
is not habit forming or harmful. 
They further quote Curschmann 
as saying, “Xerostomia in relation 
to its origin may be divided into 
three groups: Those cases arising 
through some psychogenic influ- 
ence; those due to senile, idio- 
pathic or atrophic disturbances 
of the salivary glands, and those 
having their origin within the 
medulla oblongata, i. e., an organ- 
ic neurosis.” 

Under “treatment” they advise 
the institution of suggestive 
treatment and say that in one 
case the flow of saliva was rees- 
tablished by the insertion of arti- 
ficial dentures. They advise a 
careful masticating of food and 
perhaps at times the use of chew- 
ing gum. They recommend the 
use of vaseline on dentures, if the 





*Prinz, Hermann and Greenbaum, S. S.: 
Diseases of the Mouth and Their Treat- 
ment, Philadelphia, Lea & Febiger, 1935. 
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mouth is so dry the dentures can’t 
be worn. 

I have had two patients re- 
cently who were afflicted with 
severe dryness of the mouth and 
whom we were unable to relieve. 
One was the wife of a prominent 
physician, who has endeavored 
for years to have this condition 
corrected. 

But despite this condition we 
were able to fit one of these wom- 
en with fairly satisfactory den- 
tures, and in the other case they 
were very Satisfactory. I would 
think that this condition could 
hardly be affected by the type of 
base material used, with the ex- 
cepticn possibly of the group of 
psychogenic origin——V. CLYDE 
SMEDLEY. 


Military Requirements 

Q.—Will you please state what the 
dental requirements are for entering 
the Army, Navy, Marine Corps, An- 
napolis, and West Point?—M. L. E., 
Massachusetts. 

A.—I wrote to the U. S. War 
Department for information as 
to requirements of candidates for 
admission to the U. S. Military 
Academy and the U. S. Naval 
Academy. They sent me the fol- 
lowing in regard to the admission 
of cadets to the Military Acad- 
emy, and I believe we are safe in 
assuming that the requirements 
for admission to the Naval Acad- 
emy would be substantially if not 
exactly the same. 

“Teeth—No candidate will be 
accepted unless he has a mini- 
mum of 6 serviceable vital masti- 
cating teeth (bicuspids and mo- 
lars) above and 6 below service- 
ably opposing and also 4 service- 
able vital incisor teeth (incisors 
and cuspids) above and 4 below 
serviceably opposing. Therefore, 
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the minimum requirement con- 
sists of a total of 12 masticating 
teeth and 8 incisor teeth, all of 
which must be so opposed as to 
serve the purpose of incision and 
mastication. 

“Vital teeth properly filled with 
permanent filling material, or 
well crowned, will be considered 
serviceable, if otherwise accept- 
able. A single tooth replacement 
by a standard method of bridge- 
work will be accepted in lieu of 
a serviceable vital tooth, when 
the abutment teeth are other- 
wise acceptable and the bridge 
well constructed. 

“A tooth will not be considered 
serviceable if it fails to enter into 
serviceable occlusion with an op- 
posing tooth, if it has an unfilled 
cavity, if it supports a defective 
filling or crown, if it is nonvital, 
or if there is destruction of the 
supporting tissues of the tooth, 
such as results from chronic gin- 
givitis, pyorrhea, etc. 

“Causes of rejection are: Fail- 
ure to meet the standard of 
minimum requirements outlined 
above; the loss of three adjoin- 
ing masticating teeth in either 
side of the upper or lower jaw; 
disfiguring spaces between ante- 
rior teeth, such as result from 
the extraction of a tooth; marked 
irregularity of the teeth, and 
marked malocclusion. No candi- 
date will be accepted until all 
cavities in the teeth have been 
filled with proper permanent 
fillings.” 

Recruits for the Army must 
have 3 opposing incisors, that is, 
three above and three below that 
are opposing, and cuspids are 
counted as incisors. 

They must have three oppos- 
ing molars on each side above 
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and below, and bicuspids are 
counted as molars. Teeth having 
good restorations or teeth in 
which restorations can be safely 
placed are counted as sound 
teeth. Pulpless teeth or teeth 
with deep periodontoclasial pock- 
ets are counted as missing. Teeth 
well bridged in, fixed or remov- 
able, are counted as present. Se- 
rious malocclusions rule out the 
applicant. 

The Navy requires 20 sound 
teeth with two opposing molars 
on each side. Marked malocclu- 
sion rules out the applicant. 

The Marine Corps will allow 
four missing molars but there 
must be two opposing molars on 
each side (bicuspids counted as 
molars) . 

There must be two opposing 
incisors on each side of the me- 
dian line. A carious tooth is not 
accepted, and bridges are not 
considered teeth. — Georce R. 
WARNER. 


Dissolving of Inlays 


Q.—I should appreciate it if you 
could give me any information con- 
cerning the following condition. It is 
a condition we seem to know little 
about. 

I have a patient about 50, who is 
wearing a partial upper gold frame 
case with a vulcanite saddle on one 
side. On the upper left side I have 
placed gold inlays in a bicuspid and 
molar; these teeth are clasped by 
the removable denture. On the right 
side I placed a gold inlay in a bi 
cuspid. 

After six months the patient re 
turned to me for a general inspection 
and examination and, to my dismay, 
I noticed that the inlay on the upper 
right side, as well as the clasp around 
the tooth, were being dissolved 
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lay on the rest had dissolved to such 
an extent that the right side of the 
denture had settled considerably. On 
the left side there was hardly any 
destruction at all on the clasp and 
inlays. I removed the upper right in- 
lay in the bicuspid and made an in- 
lay of the same gold out of which I 
cast my bridge, hoping that the two 
like metals would stop this action. 

The patient came in to me yester- 
day, after three months’ time, and 
the same condition had begun on the 
clasp and the inlay of the upper right 
bicuspid. I started questioning the 
patient and found that he chews to- 
bacco and keeps the tobacco in his 
mouth on the upper right side by the 
bicuspid, and on removing his den- 
ture he finds that tobacco is all 
around the inlay and the clasp. Do 
you think that the tobacco can have 
any bearing on the condition, for on 
his left side the dissolving is very 
slight?—T. T. M., Louisiana. 

A—The problem presented in 
your letter is inexplicable, so far 
as anyone in this office is con- 
cerned. 

In electrolytic action only one 
pole loses any substance. Lain! 
found definite galvanic action 
between metals of different elec- 
tric potential. But the untoward 
results recorded were on soft tis- 
sues. Kanner? says in relation to 
this subject, “It is the opinion of 
the essayist that all arguments 
in favor of assuming the exist- 
ence of these currents may be re- 
futed by critical analysis of the 
physical and physiological foun- 
dations of the problem.” 

This report from Doctor Kan- 
ner, together with our clinical 
experience, would make us dis- 





‘Lain, E. S: Electrogalvanic Lesions of 
the Oral Cavity Produced by Metallic 
ae J. A. M.-A. 100:717 (March 11) 


‘Kanner, Oscar: The Problem of Galvanic 
Currents Generated by Metals Within 
the Oral Cavity, J. of Den. Research 
18:240 (June) 1939. 
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count the possibility of electrical 
action having any bearing on 
your case. 

Chemical action seems equally 
improbable or even impossible, 
when we consider that aqua regia 
is the only acid or combination of 
acids that dissolves gold. And I 
take it that your gold is of such 
high carat that the alloy would 
not make the inlays and clasps 
especially more susceptible to 
chemical action. 

One of our friends describes a 
case similar to yours in which the 
man chewed a cigar all day and 
like your case the clasp wore rap- 
idly and wore a shoulder on the 
inlay. So I suspect the condition 
is simply the result of wear due to 
more or less constant movement 
of the case as the man chews his 
tobacco.—GEorGE R. WARNER. 


Effect of Insulin 


Q.—About a week ago a patient, 
who has been taking insulin for 12 
years, came in wanting advice about 
his teeth. After making a short ex- 
amination I told him there was only 
one thing ahead of him. His teeth 
must be extracted as soon as possible, 
but I would not take them out until 
he brought me an order to do so from 
his physician. 

Yesterday this man brought a note 
from a physician saying there was 
no sugar or albumin present and for 
me to begin the extractions. I took 
out the upper right third molar and 
second molar without an anesthetic, 
since I thought they were loose 
enough. However, the second molar 
was a little harder to extract, for the 
roots were pointing outward more 
than upward. There was consider- 
able hemorrhage from this socket, so 
I packed it with glycerite of tannic 
acid and by applying some pressure 
with cotton succeeded in stopping 
the hemorrhage, but I did not ex- 
tract any more teeth. 
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I have made an appointment with 
this patient at which time I will give 
him 2 cc. of fibrogen before extract- 
ing any more teeth. The physician 
gave him a prescription which I am 
quite sure is calcium lactate with in- 
structions to take it for three days 
before having any extractions and 
continue through the extraction pe- 
riod. This man must have at least 26 


teeth left. 

What has been your experience 
and practice in such cases? How 
soon should dentures be placed and 
what about the condition of the den- 
ture bases? Are they likely to shrink 
away rapidly? If so can anything be 
done?—H, F. €., Kansas. 

A. We would not hesitate to 
extract for a person having dia- 
betes, who is under complete in- 
sulin control, and would not ex- 
pect any more trouble than with 
other patients. 

It is probable that your pa- 
tient’s blood does not clot well, so 
the preoperative treatment ad- 
vised by the physician and 
planned by yourself is helpful. 

It would also be advisable to 
remove posterior teeth two or 
three at a time and, after all are 
out except the six anterior, allow 
the wounds to be well-healed be- 
fore removing the anterior. Then, 
make dentures before the ante- 
rior teeth are removed and put 
them in immediately after the 
anterior teeth are taken out. You 
will have less trouble with loss of 
alveolar bone and a better gen- 
eral result than by the old 
method. 

To keep the ridges from melt- 
ing away see that the patient has 
plenty of calcium bearing foods 
and enough Vitamin D to activate 
the absorption of calcium and 
plenty of Vitamin C to give the 
connective tissue good tone. He 
must, of course, keep up his use 
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of insulin.—GerorGE R. WARNER. 


Hearing Affected 


Q—I read your column in Orat 
HYGIENE and derive much informa- 
tion from it. However, this is the first 
time that I have asked for informa- 
tion from you. Here is my problem, 

I have a patient who is about 7 
and hard of hearing. About a year 
ago I made him a set of dentures, 
and he has had no unusual trouble 
except with his hearing. He says that 
wearing the dentures makes him 
deaf. He can leave them out and his 
hearing is better, but when he wears 
them he cannot hear at all. He has 
to wear them only a few hours to 
notice the difference. He says that 
they fit well and that everything else 
is all right about them. 

I know that the bite peing closed 
too much can “cus¢ off” the hearing, 
but it would seem that he would 
close even more with teeth out. 
Moreover I do not think that the bite 
is closed enough to cause it. Do you 
know of anything else that might 
cause this condition?—J. H. M, 
Texas. 

A.—Your patient, whose hear- 
ing is worse while wearing den- 
tures and better with them out 





is certainly reversing the usual 
order. 

My only suggestion is that you 
may have opened the bite to 
much for this particular case. W 
have had many cases. where 
opening the bite with dentures 
has improved the hearing an 
one case where closing the bit 
a little has helped it.—V. Cty 
SMEDLEY. 


Effect of Metals 


Q.—Is it possible for a gold crow 
in the upper jaw to form a galval 
cell when it touches a gold crown! 
the lower jaw? The crowns mé 
tioned are in the upper left first! 
cuspid and on the lower left ™ 
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A—I am sure that you are 
correct in your disagreement 
with the physician in the mat- 
ter you speak of. But if the pa- 
tient has discomfort you had bet- 
ter check for traumatic occlu- 
sion, a congested pulp, or what- 
ever may be causing the condi- 
tion—V. CLYDE SMEDLEY. 
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bicuspid. There is no other type of 
metal in the patient’s mouth. 

The theory given by a physician 
was; material used in alloying gold 
in one crown was silver and on the 
other copper or platinum. 

I feel that the physician is wrong 
and told the patient I disagree with 
his theory. What do you think?— 
M. O., New Jersey. 





.\DENTAL DEFECTS HAMPER DEFENSE PROGRAM 


In A COLUMN OF a Washington newspaper, Doctor C. B. Fowlkes of 
Mobile, Alabama, noted the report that 25 per cent of applicants were 
being rejected by the Navy Examining Board in Washington because 
of dental defects. A few days later a New York newspaper carried 
a similar comment from the Army Examining Board of that city, 
stating that the “condition was appalling.” Doctor Fowlkes, who is 
working with other dentists in Mobile on a dental health program for 
the schools, was stimulated by these reports to seek more specific 
data concerning rejections for dental conditions. He wrote to Army 
headquarters in New York City asking for information regarding 
volunteer applicants. From Lieutenant David H. Drummond he re-. 
ceived copies of the dental charts of 100 applicants rejected for de- 
fective teeth and this summarizing comment: 


For the month of July, the statistics in this office, show: total examined, 
2313; total rejected, 762. Of the rejects 182 were due to teeth. This ranks 





first as cause for rejection. 


The U. S. Army Recruiting Station in Mobile reported: 

Out of 150 applicants who were rejected upon examination, 15, or 10 per 
cent, of these rejections were for insufficient or decayed teeth . . . Most of 
the men questioned as to what care they gave their teeth stated that prac- 
tically none was given. In most cases it appears that they were not properly 
instructed when young as to the proper care of teeth. 


From the U. S. Navy Recruiting Sub-Station in Mobile came this 
statement: 

For the month of July this office gave physical examinations to 171 appli- 
cants. Out of those, 42 were rejected for various dental causes. Dental condi- 
tions rank first in all of our rejections. 


These reports Doctor Fowlkes believes reflect a general condition 
throughout the country, which presents a serious challenge to the 
dental profession. 
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An interpretation of the Fournet-Tuller Lower Impression ! im | 
Technique by Raymond K. Hyde, D.D.S. 0 Fig 












































Oversize stock tray large | Use stiff compound under Remove undercuts on lingulftim a 
enough to cover retromolar A.D.A. Spec. #3. Displace all below mylohyoid ridge. ucts Ca 


triangle. movable tissue. Press com- t rest. 
pound on lingual toward 
mandible. 
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Outline model with sharp in- Make tray by vulcanizingtwo Divide tray into sections hez 
strument 44” beyond retro- sheetsof waxonmodel—knob areas as shown. Work ompater. P 
molar triangle and on to soft for handle over right bicuspid — one section at a time. In tempund re 
tissue. area. ing legends for following ill@fickness 





trations refer back to figure 
this diagram. 
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n Fig. 1, not as in Fig. 2. 




















rim area 8 until sublingual 
ge.  Mucts can be seen, with tongue 
t rest. 
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ctions heat. Temper in hot 
ork om@ater. Press ridge until com- 
. In rempund reaches about 1 mm. 
ving ill@pickness. Ice water. 

figures 





rim tray on buccal areas 1-2- 
5 first. Trim out muscles as 
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Trim tray in area 10-6. Trim 
tray equally between high and 
low floor of the mouth. 
Tongue out for high floor; 
tongue at rest for low floor. 
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Area 11. Locate retromolar tri- 
angle by passing blunt instru- 
ment like football burnisher 
distally over the ridge until it 
drops in groove. This is about 
14" distal to triangle and is the 
posterior border of tray. 
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Dry heat to areas 1-2-3-4-5. 
Temper in hot water and mold 
by lifting cheeks and lips in 
rotary motion. Ice water. 














Trim tray in area 9-7 until 
with gentle pressure of mouth 
mirror, floor of the mouth can 
be depressed 14’. 





MELT 














Trimming complete. Melt 
compound of A.D.A. Spec. #3, 
Type 1, to liquid state in 
tablespoon and pour to about 
2 mm. thickness on tray. With 
spatula, iron out margins. 














Dry heat to areas 10-6. Tem- 


in hot water. Hold firmly 


in position and have patient 
protrude tongue. Ice water. 
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Dry heat areas 9 and 7. Tem- 

in hot water. Hold firmly 
in place and have patient stick 
tongue in right and left cheek 
and in roof of mouth. Ice 
water. 
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Return to mouth. Impression 
should remain in place when 
patient opens and closes mouth 
and wets lips with tongue. 


CAUTION 


- Dry heat to area 8. Tempe 


ORAL HYGIENE 

















rin 
hot water and hold impression 
firmly in place. Hold your 
thumbs on patient's lips and 
have patient touch tongue 
against your thumbs. Ice water. 














Post-damming. Melt carding 


‘ wax in tablespoon and apply 


with camel’s-hair brush. Paint 
on margin in area 1-2-3-4-5-7-9 
and on inside in areas 6-10-11. 


Be sure to work areas outlined separately (Fig. 6). 
You must have horizontal stability. 
Be sure of perfect tissue seals in area 1-2-3-4-5-7-8-9-11; 


areas 10 and 6 being saliva seals. 


If you are interested in a particular technique and would like to have 
/ it included in this series, please write to W. Earle Craig, D.D.S., 1005 
Liberty Avenue, Pittsburgh, Pennsylvania. 
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Dry heat area 11. Temper ip 
hot water. Have patient mov 
mandible laterally several 
times. Ice water. 
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ly. Ice water. Pour ston 
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DENTAL MEETING DATES 


University of Buffalo Dental Alumni Association, fortieth annual 
meeting, Hotel Statler, Buffalo, New York, October 8-10. 


American Association for the Advancement of Oral Diagnosis, an- 
nual meeting, Academy of Medicine Building, 2 East 103rd Street, New 
York City, October 17-18. 


Odontological Society of Western Pennsylvania, Fall meeting, 
William Penn Hotel, Pittsburgh, October 22-24. 


American Society for the Advancement of General Anesthesia in 
Dentistry, regular meeting, Midston House, New York City, October 28. 


Mid-Continent Dental Congress, Hotel Jefferson, St. Louis, Mis- 
souri, October 27-30. 


Ohio State Dental Society, seventy-fifth annual meeting, Nether- 
land Plaza Hotel, Cincinnati, November 25-27. 


Greater New York Meeting, Hotel Pennsylvania, New York City, 
December 2-6. 


The Greater Philadelphia Dental Society, annual meeting, Benja- 
min Franklin Hotel, Philadelphia, February 4-7, 1941. 


Chicago Dental Society, Mid-winter meeting, Stevens Hotel, Chi- 
cago, February 17-20, 1941. 


Louisiana State Dental Society, sixty-first annual meeting, Hotel 
Roosevelt, New Orleans, May 1-3. 


The Dental Society of the State of New York, annual meeting, Hotel 
Statler, Buffalo, May 13-16, 1941. 


Georgia State Dental Association, seventy-third annual meeting, 
Hotel DeSoto, Savannah, May 19-21, 1941. 
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It Has Changed 


THE CASTING 
HABITS OF A 
GENERATION 


JELENKO © 
THERMOTROL | 


l—Electric Temperature Control. 





2—Elimination of Pitting and Porosity. 
3— Stronger and Lighter Cases. 
4— Saves Gold. 


5— Simple to Operate. 


Specify ‘‘Cast by THERMOTROL" on the 


next gold case you send your laboratory. 








i™ Ut AlL CASTING 





J. F. JELENKO & CO.., Inc. 


Manufacturers and Refiners of Dental Golds 


36 West 52nd Street New York, U.S.A. 
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It was during the impanelling 
of a jury that the following con- 
versation occurred: 

“You are a property holder?” 

“Yes, your Honor.” 

“Married or single?” 

“T have been married for five 
years, your Honor.” 

“Have you formed or expressed 
an opinion?” 

“Not for five years, your Honor.” 

©) 

Teacher: “Johnny, this essay 
on ‘My Mother’ is just the same 
as your sister’s.” 

Johnny: “Yes, ma’am. We have 
the same mother.” 

© 

Mother: “Marilyn, were you a 
good little girl at church today?” 

Marilyn: “Yes, mother. A man 
offered me a big plate of money, 
and I said: ‘No thank you!’” 

¢) 

Radio Announcer (former 
doughboy) : “We want to stage a 
big liars’ contest. What are your 
qualifications?” 

Applicant: “I used to be a ma- 
rine.” 

Radio Announcer: “Sorry, bud- 
dy, this is for amateurs only and 
you are a professional.” 


It was baking day and the new 
maid and her mistress were hav- 
ing a very busy time. 

“Mary,” said the mistress, “just 
go and see if that large plum cake 
in the oven is baked yet. Stick a 
knife in it and see if it comes out 
clean.” 

In a few minutes Mary return- 
ed. “The knife came out wonder- 
ful clean, ma’am,” she _ said, 
beaming, “so I’ve stuck all the 
other dirty knives in, too!” 

@) 

Mistress: “How did it happen 
Mary, that you never saw finger 
bowls before? Didn’t they use 
them in the last place you 
worked?” 

Mary: “No mum, they mostly 
washed themselves before they 
came to the table.” 

Oo 

Cowboy: “My partner and £ are 
taking a trip through the desert 
next week. He’s taking along a 
gallon of whiskey for rattlesnake 
bites.” 

Visitor: “And what are you tak- 
ing?” 

Cowboy: “Two rattlesnakes.” 

@) 

Wife: “All men are fools.” 

Husband: “Yes, dear. We were 
made fools so the girls wouldn’t 
all be old maids.” 

© 

Teacher: “Junior, can you tell 
me how matches are made?” 

Junior: “No, ma’am, but I don’t 
blame you for asking.” 

Teacher: “What do you mean?” 

Junior: “Well, my mother says 
you’ve been trying to make a 
match for twenty years.” 
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N ANY product you put into your patient’s mouth, 
purity, safety and physical uniformity matter most. 
These qualities, in turn, depend greatly upon what the 
product is made from . . . how it is made. . . and on 
the scientific control in its making. 


Such standards you will probably want to apply to 
that new product—so much discussed these days— 
so-called acrylic resins for dentures. 


The story of these dentures is inevitably a story 
of Du Pont “‘Lucitone.” For Du Pont, leader in plas- 
tics, pioneered methyl! methacrylate resin for dentures. 
Seven years of Du Pont research, more than 2000 
trial dentures, preceded Du Pont’s introduction of 
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that every 





st} should know 





1outh, § “Lucitone” to American dentistry, in March last year. 


mong Because we think it will be helpful to you, we will 

at the B take you through the principal steps in the making of 

ndon § “Lucitone”—a superior plastic conceived, synthesized 
and used exclusively for dentistry. This advertisement 

ply to § is the first of a series which will fully explain where 

lays— § “Lucitone’’ comes from and how Du Pont makes it 
to the highest standards known to chemistry. 


story We urge you to follow this series. We believe it will 
| plas- § tell you the things you should know about acrylic 
tures. § resin dentures—for your patient’s protection and your 


2000 § own. E. I. du Pont de Nemours & Co. (Inc.), Plastics 


on of § Department, Arlington, New Jersey. 









*Lucitone,” the only methyl metha- 
crylate resin denture material made 
by Du Pons, is distributed solely by 
The L. D. Caulk Co., Milford, Del. 
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Doetor 
The extra value 
you get... ato 
extra cost ...in 
every Manhat- 
tan garment is 
styling, design 
and workman- 
ship resulting 
from 45 years 
experience. For 
easy selection, 
may we send 
you new Style 
Book O.D., il- 
lustrating 46 
tailored-to- 
measure mod- 
els and 8 stock 


styles in all sizes? Your request ine 
volves no obligation. 


This is Style 545, smartly tailored-to- 
measure with half, three-quarter, or full 
length sleeves. Style 547 if you prefer 


“V"’-neck. 


Hygienists ...... for 


your choice we 
have 23 exclu- 
sive models, 
fashion-styled 
in beautiful 
crisp poplins 
that are simple 
and easy to 
launder; that 
wear long and 
always feel as 
good as they 
look. They are 
all illustrated in 
Style Guide 
O. N. Your re- 
quest on a post 
card will bring 
it... FREE. 


Order this model 
mow on our money- 
back guarantee. 


STYLE 223 
POPLIN 


SIZES 
$9.95 12 to 42 


MANHATTAN MFG. CO. CHICAG 
509 So. Wabash Ave. 
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HIGH THERAPEUTIC RATIO 


LINICALLY, the dental surgeon selects thera- 

peutic and prophylactic preparations which do 

not interfere with normal physiology in the dental 

zone. In the field of antiseptics, on the basis of germ- 

killing action and tissue toxicity, Hexylresorcinol 

‘Solution S.T. 37’ is probably the safest and most 
effective antiseptic available for clinical use. 


All recognized standard methods for testing germi- 
cides demonstrate the germicidal activity of Hexyl- 
resorcinol ‘Solution S.T. 37.’eIt is germicidal in the 
presence of serum, blood and organic matter. It is 
germicidal in dilution with four or five parts of water. 


Hexylresorcinol ‘Solution S.T. 37’ is soothing to 
inflamed tissues by exerting a local surface analgesic 
effect. It is non-toxic, non-irritating, stainless and 
odorless. Its low surface tension aids penetration of 
the germicide into minute tissue crevices. It is not 
a mercurial antiseptic. In convenient §-ounce and 
12-ounce bottles. 


Sai & Dohme 
NOL SOLUTION 
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MULTIPLE VITAMIN THERAPY 








VERY DENTIST is aware of the importance of certain vitamins in 
the prevention and treatment of dental pathology. Those par- 
ticularly concerned in maintaining the health of the teeth and the 
investing structures are vitamins A, C and D. When there appears 
to be a deficiency of one of these essential dietary principles, there 


is often a shortage also of vitamins B, and B. (G), which play an 
important part in promoting general nutrition. 


This problem is readily solved by prescribing Polytaxin which con- 
tains vitamins A, B,, B. (G), C, and D. 


PROPORTION OF VITAMINS IN POLYTAXIN 
10,000 U.S.P. (international) units of vitamin A; 333 U.S.P. (interna- 
tional) units (1 mg.) of crystalline vitamin B, (thiamine hydrochlo- 
ride); 40 Bourquin-Sherman units (100 gammas) of crystalline 
vitamin B, (G, riboflavin); 500 U.S.P. (international) units (25 mg.) 
of crystalline vitamin C (ascorbic acid); 1000 U.S.P. (international) 
units of crystalline vitamin D (from ergosterol). 







ASK FOR 2 SAMPLE 
HOW SUPPLIED: 


Dr. In boxes of 25 and 100 capsules. 


a POLYTAXIN 


City 




























Reg. U. S. Pat. Off. & Canada 





State 





Five Fine Vitamins 


WINTHROP CHEMICAL COMPANY, INC. 


Pharmaceuticals of merit for the physician and dentist 
NEW YORK. N. Y. WINDSOR, ONT. 


696Da2 
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MULTIPLE VITAMIN THERAPY 


VERY DENTIST is aware of the importance of certain vitamins in 
the prevention and treatment of dental pathology. Those par- 
ticularly concerned in maintaining the health of the teeth and the 
investing structures are vitamins A, C and D. When there appears 
to be a deficiency of one of these essential dietary principles, there 


is often a shortage also of vitamins B, and B. (G), which play an 
important part in promoting general nutrition. 








This problem is readily solved by prescribing Polytaxin which con- 
tains vitamins A, B,, B. (G), C, and D. 


PROPORTION OF VITAMINS IN POLYTAXIN 


10,000 U.S.P. (international) units of vitamin A; 333 U.S.P. (interna- 
tional) units (1 mg.) of crystalline vitamin B, (thiamine hydrochlo- 
ride); 40 Bourquin-Sherman units (100 gammas) of crystalline 
vitamin B, (G, riboflavin); 500 U.S.P. (international) units (25 mg.) 
of crystalline vitamin C (ascorbic acid); 1000 U.S.P. (international) 
units of crystalline vitamin D (from ergosterol). 







ASK FOR 2 SAMPLE 
HOW SUPPLIED: 


In boxes of 25 and 100 capsules. 
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Five Fine Vitamins 


WINTHROP CHEMICAL COMPANY, INC. 


Pharmaceuticals of merit for the physician and dentist 
NEW YORK, N. Y. WINDSOR, ONT. 


696Da2 
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SUPPLYING PROTECTIVE FOOD ELEMENTS 





FOR DENTAL NUTRITION 


AND FOR LIQUID DIET AFTER EXTRACTIONS 


FOr years, many dental author- 

ities have recognized the impor- 
tance of Ovaltine. Now, in the light 
of modern science, Ovaltinehas been 
enriched in several of its vital food 
elements, to increase its value in 
3 separate fields of dental nutrition. 


First, as the basis of a liquid or 
semi-liquid diet following opera- 
tive work, mew, improved Ovaltine 
supplies extra and specialized nour- 
ishment in scientifically standard- 
ized, concentrated form. 


Second, new, improved Ovaltine 
is a rich source of the vitamin- 
mineral complex essential to dental 
health. Three servings daily, made 
with milk according to directions, 
furnish the entire requirement of 
Vitamin D, Calcium and Phos- 
phorus. 

Third, new, improved Ovaltine is 
also a ‘“‘building’’ and strengthen- 
ing food for under-par patients of 
all ages. Three servings daily, as 
above, also supply from 50% to 
100% of the complete requirement 
of Vitamins A, B, and G; Iron and 
Copper. And equally important, 
Ovaltine furnishes high-quality pro- 
teins, quickly absorbable carbo- 
hydrates, and emulsified fats. 


WHEN EXTRACTIONS MAM 
MASTICATION DIFFICUL 






Many dentists rely on Ovaltine as the 
of a sound liquid diet after operative 
or wherever mastication is difficult. 





A request, over your signature, 
to The Wander Company, Dept. 
OH10, 360 North Michigan Ave- 
nue, Chicago, Illinois, willbringyou 
a full-size tin of the new, improved 
Ovaltine. Your attention is directed 
toraw materials used, to the biolog- 
icalassays and analyseson thelabel. 



































































FOOD ELEMENTS ESSENTIAL 
FOR SOUND TEETH— 


" 













More and more dentists are suggesting 
new, improved Ovaltine as a “protecting” 
. food-drink for those requiring optimum 
iW, improved Ovaltine is frequently nutrition. 
ommended as a rich source of Vita- 
D and minerals Calcium and Phos- 
ous so vital to dental health. 






erative 


icult. PLAIN AND CHOCOLATE 
FLAVORED 


ire, N E W, Ovaltine comes in 2 
pt. —plain, and 
wi | M P R 0 VE D potbon™ 5 3 Pla. 


rou vored. Serving for serving, they are virtually 


identical in nutritional value. 











































RESTORE TISSUE TONE 


In Periodontal Disease 
More Rapidly with 





























Cunicat REPORTS show clearly that 
Aludrox, Wyeth’s Alumina Gel, Dental, 
is a valuable adjunct to instrumentation 
and prophylaxis in the more rapid restor- 
ation of normal tissue tone in the treat- 
ment of periodontal disease. 


Aludrox removes irritant substances and __,,, ern) besili eveiadel 
bacterial toxins from pockets and crevices ho deusee ciclo weed 
by adsorption, a purely physical process. 

It exerts a beneficial astringent action without undesirable 
vasoconstriction. It is not a chemical antiseptic and can- 


not erode or damage gingival tissue. 


Aludrox is applied undiluted to the periodontal tissue with 
a swab, toothbrush or digitally. Best results are obtained if 
the patient uses Aludrox, diluted, as a mouth wash several 
times daily at home between office visits. Folder giving 
complete technique of treatment will be gladly supplied 


on request. 
Supplied in 4-oz. bottles. 
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UNIVERSAL DENTAL CO., 48th and Brown Sts., Phila., Pa. 


Without obligation, please send Veri-Chrome Color Guide to 

DR. ADDRESS 

CITY OTL heisicssniniciinshetiiiniepsnsicaigaiahiteaiie maa 
MY DEALER IS 


PLEASE PRINT 


























Preparedness 


V 
Preparedness is BOTH a national defense ne- 
cessity AND a dentist’s economic and profes- | | 
sional necessity. ' 

( 











PREPAREDNESS | BY McCASKEY “ONE semen SYSTEM FOR TH 
DENTIST MEANS . 


Preparedness with instant information at time of treatment 
Preparedness to accurately charge and record the amount 


Preparedness to collect regularly, and promptly when patient 
is ready to pay 


Preparedness to recall patients for periodic examination 


WITH McCASKEY YOU ARE PREPARED WITH INFORMATION 
ON BOTH TREATMENT AND ACCOUNT, IN ONE PLACE, VIS 
IBLY ACCESSIBLE AT ALL TIMES. 


YOU ARE PREPARED TO COLLECT EFFICIENTLY. 


YOU ARE PREPARED TO SERVE YOUR PATIENTS WITHOUT 
DELAY, WITHOUT UNCERTAINTY AND WITHOUT LOSS. 





THE McCASKEY REGISTER CO. 


ALLIANCE, OHIO 


Galt, Canada Watford, England 
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WHAT A REVOLUTION IN DENTAL PROSTHESIS IT STARTED WHEN 
(T. BEGAN TO BE USED IN 1937! THOUGH WIDELY IMITATED 
NOW BY DOZENS OF COMMERCIAL MOLDING ACRYLICS, IT 


CONTINUES TO BE THE STANDARD IN COLOR, WORKING 


PROPERTIES, STRENGTH, AND STABILITY BECAUSE IT IS MADE 
OF PURE INGREDIENTS ESPECIALLY PREPARED FOR DENTURE 
BASE EXCLUSIVELY BY EXPERTS WHO ARE ACKNOWLEDGED 


AUTHORITIES IN THE ACRYLIC FIELD. 


Vernonite is the trade-mark, Reg. U. S. Pat. Off., for an acrylic resin denture material manvu- 
factured by the Rohm & Haas Co., Philadelphia, Penna., under U. S. Patent numbers 1,980,483 
— 2,013,295 — 2,120,006, and distributed by Vernon-Benshoff Co., Pittsburgh, Penna. 


_ VERNON Seeney COMPANY 
Ridge Ave., Pittsburgh, Penna. 





MECHANICAL 
MASTERPIECE... 


IMPARTIAL 
LABORATORY TESTS 


SHOW 
DR. WERNET’S POWDER 


26.1% WHITER 
50% MORE VISCOUS 
46.57, MORE ABSORBENT 26.1% Whiter (by Spectrophotometer reading) 
means proven purity ... less foreign mattef, 
less bark particles, less dirt! No dark gummy 


THAN AVERAGE OF 5S LARGEST- 
SELLING BRANDS TESTED reich } 
mass on patient’s plate . . . easier to clean. 


DENTISTS USE AND RECOMMEND 


NEARLY 50,000 





Yet a psychological mis-fit! 


EXPERIENCE SHOWS DENTURE SUCCESS 60% MENTAL 





15-25 pounds biting pressure on aching gums slows 
plate mastery... often dooms fine dentures to discard 


| Expensive plates . . . skillfully made... ing period,” thousands of thoughtful 
- perfectly fitted—yet never worn! dentists assure patient’s comfort... and 


' Are the dentures you make mental denture success . . . by prescribing DR. 
Y hazards? WERNET’S Powder. 


Experience shows that 60% of the EVEN FINEST PLATES NEED 
success of a new denture is psychological! “SHOCK ABSORBERS” 
Even the best-made plate is a huge, hard, We strongly feel that powder should 
foreign mass in a mouth that's never never be used to provide suction where 
worn one. Exerting a biting pressure of good suction already exists. But leading 
15 to 25 pounds, it torments tender gums dentists agree that DR. WERNET’S 
. often becomes a “mental handicap” Powder should be prescribed during the 
.and may end up, unused, in a bureau first trying months... . to provide a pro- 
drawer... unfortunately, no compliment _ tective, shock-absorbing comfort-cushion 
to the dentist who made it! .. . to lessen irritation, to promote ease 
That's why, during the difficult “learn- and assurance, to speed denture mastery! 


NOT ALIKE! 


For almost thirty years, 
DR.WERNET’S Powder has been 
recognized professionally as a prod- 
uct that can be conscientiously and 
successfully prescribed. It is not 
advertised to the public because 


WERNETS = we believe that only a dentist is 

qualified to recommend its use. 

, POWDER ] SEND FOR YOUR FREE 

f DENTAL PLATES SUPPLY! Mail lower portion of 

ding) fe Viscous, 46.5% more Absor- ety in rer this page, with your card, or letter- 
atter, fed secur- bent, means greater head, toWernet Dental Mfg. Co., 
ummy € shock- viscosity despite ' 190 Baldwin Ave., Jersey City, 


“lean. @ quality. saliva absorption. ‘ | q New Jersey. 


ERNET’S G3 POWDER 


PLETES YOUR DENTURE SERVICE 
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ARISTALOY 


The size and shape of alloy particles influence the volume 
changes of the hardening amalgam. To control expansion 
therefore, Aristaloy microgranules are accurately selected 
and graded within certain size limits (10 to 100 microns) 
to provide maximum influence on the setting expansion : 
of the amalgam. ~ The remaining obstacle toward full a 
control is embodied in the presence of dust-like particles a 
which must occur during the process of amalgam manu- 
facture. These however, are eliminated in Aristaloy 
through a special means of elutriation so that you can be 
certain Aristaloy will not contract nor expand out of the 
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Speed — with 
Du Pont Dental X-ray Films set 


new standards for speed and con- 
trast in Dental Radiography. With 
the short exposure times necess- 
ary, the patient has less oppor- 
tunity to blur the image by mov- 
ing. Finished radiographs possess 
a wealth of sharp ail, well 
defined by the contrast between 
the rich blacks and clear whites. 


Du Pont D’s are double coated 
films. Their two emulsions give 
the maximum in speed and con- 
trast. Upper molars need only 34 
seconds radiation with standard 
dental equipment. 


Du Pont S’s, being single coated, 
are more economical to use. For 
films of this type, they possess 


DU PONT FILM MANUFACTURING CORPORATION, INC. 
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Films 


Contrast too 


excellent radiographic quality. 
Both films are encased in easy 


to open PULL-A-TAB packets. 
These are made of saliva resistant 
paper. They are flexible, light- 
tight and clean. The corners and 
edges are rounded for comfort. 


Opening these packets in the 
darkroom is simplicity itself. 
You just catch the tab, tear back 
and pull. The film comes out 
with the inner lining. The lead 
foil backing remains in the outer 
envelop. 


Packets are available holding 
either one or two films, in two 
dozen and one gross dispenser 
Pe boxes. They are handled by 
all leading DentalSupply Dealers. 


NEW YORK, N. Y. 





Du Pont Concentrated X-ray Chemicals 


47 Developer and 27 Fixer are rapid processing liquid solutions, 
simply es by dilution with water. One quart makes one 


gallon. 
inspection — in less 


hese chemicals process a film— ready for white light 
than five minutes. The recommen 


developing time for 47 developer is 24 minutes at 68°F. 











MAKE EXPOSURES se 
DISMISS PATIENT — = 


.. as simple as that 


radiographs should never re 
retakes due to incorrect position | 
of cone. With the aid of an Orth 
lator, the average operator can, 
with little practice, expose a series 
of 14 films in 9 minutes or less. 


This startling contribution to dental 

radiologic technic assures mathe- 

matical accuracy of angulation... 

automatically. ol 
Simple to operate, this precision —_ Failure to make allowance for crown-root ang 

instrument fully compensates for has invariably resulted in distorted films. 

the anatomic variations recently 

noted*—such as the crown-root 

angle; position of the teeth; and the 

shape of the jaws. No corrections 

need be added to or subtracted — 

from the indicated angle thus estab- NOTE: You are invited to refer any failure te 


lished by the patient's bite alone. obtain consistently good Ortholator films to ow 
*J.A.D.A., 1939, 26-3, 390. laboratory for technic analysis. 


Ask your dealer 


BARD-PARKER ar INC. 


DANBURY, CONNECTICUT 
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Model-D 


The stiff unbleached bristles 
hold their shape and texture 
longer than other brushes. 


Use coupon today 


Your name stamped in gold on 
this personal sample. Get full de- 
tails of this remarkable brush 
with price quotations for office 
dispensation. (Send 20c for sample 
brush to cover mailing cost). 
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Enjoy the Long Handle 
Note the reinforced end tuft 


Examine the splendid 


Design of this Top Flight Brush 
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THE CUTINO COMPANY, 807 Wyandotte St. 
Kansas City, Missouri 


For enclosed————cents, please send————Q-T-NO 
Model D Brushes row. (No more than 2 at 
20-cent price each.) 


(Specify 2 Row, 3 Row, Junior Childs) 
Please also send data and price list. 








DIXIE 


i|CUPS 


PROTECT YOUR PATIENTS FROM 
MOUTH-TO-MOUTH INFECTION 


SAVE YOUR OFFICE ENGINE 


use the 
IARY 


FOREDOM “ENGINE 


Complete with 
HANDPIECE 4 
only $13.75 


Just what you’ve always 
needed for these odds 
and ends of work you 
prefer to do away from 
the chair. 











The original plain and 
mottled pink = 
material. No tinfoil- 
ing—Positively un- 
breakable. Sup- 

plied in ten 
standard 

shades— 

odorless— 

insured, 





© world. Write 


offer. The Paris- 
ien Chemical Com- 
pany, Toledo, Ohio. 


The Model 57 Auxiliary Engine is complete 
with exceptionally comfortable and efficient 
handpiece, similar in size to Doriot type; 
amply powerful universal motor (operates on 
AC and DC): extra-flexible 1% cord plug, 
catth and wall bracket, $13.75. For 
manufacturers of a ome fine a cable 
and all cord engines since 1 


Order from Dealer or ie from 
FOREDOM ELECTRIC CO., Dept. 167 
27 Park Place ew York, N. Y. 



































¢ PROMOTE - 
TOOTH CONSCIOUSNESS | \°°? 


Like thousands of other dentists, you too Patients 
can gain profitable results by prescribing Thinking 


STIM-U-DENTS You 


We say this because more and more users enthusiastically tell 
us that STIM-U-DENTS reveal cavities in their teeth 
they did not know were there. The safe- 

ard of self-examination appeals to them. 

hey appraise their teeth at higher value, 
wish to preserve them and accordingly 
contact their Dentists promptly for repairs. 
Yes, STIM-U-DENTS do hit at the very 
heart of tooth neglect and should act as a 
boon to both Dentist and patient. 





























Ask For Simply mark ‘**Samples”’ 


on your business card and mail to 


FREE STIM-U-DENTS, Inc. 


SAMPLES 54 Alfred St., Detroit, Mich. 












Faithfully reproduces every minute detail of 
the oral tissue. Mixes to a smooth creamy con- 
sistency. Sets in mouth in 5 to 8 minutes. Operator can 
make corrections without making new mix. Setting time 
can be controlled by operator. Eliminates cracking away 
from periphery. Pleasantly aromatic—doesn’t burn 
mouth. 

MIXING PAD—no plate to clean. MONEY-BACK GUARANTEE. Try 
sample tubes first—if not satisfactory, return large tubes. PRICED excep- 
tionally LOW. If dealer cannot supply you, order direct. 

Write for free sample. 


VITALENE DENTAL MFG. CORP., 626 W. Jackson Bivd., Chicago, Ill. 




















NAIL BITING 
AND THUMB SUCKING 













Thumb sucking may be one cause of crooked teeth, high vault 
and deviated nasal septum which results in inflammation 
of the nose, throat, middle ear and often partial deafness. 







THUM contains pure capsicum with citric acid giX@amum 
in a nail-lacquer base. Applied like nail polish. 


$.50 and $1.00 per bottle at your dental depot or druggist. 7m Pha Bh 
NUM SPECIALTY CO. 4614 Fifth Avenue, Pittsburgh, Pa. OH 10-40 
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Refreshes Mouth— 
Helps Keep Pumice 
from Spattering 
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Win Her Thanks With 
New Prophylaxis Idea 
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After Trial—3 Out of 4 
Dentists Use Teel as 
Binder for Pumice 


Send for Free Samples to Try 


CCORDING to a recent nation-wide 
survey made by a leading dental 
journal: once the new liquid dentifrice, 
Teel, is tried as a binder for pumice in 
prophylaxis—three out of four dentists 
continue to use it. Here’s why: 


L Aids in Cleansing—Teel's new soapless 
detergent (highly refined sodium alkyl 
sulphate) assists the action of the brush 
and pumice in cleansing. Also, Teel’s ex- 
tremely low surface tension is an aid for 


penetration in interdental and gingival 
crevices. 


2. Wins Praise—Not only do patients al- 
most invariably seem delighted with the 
clean, refreshed feel of their mouths when 
Teel is used. But, because Teel is slightly 
thickened, it helps keep pumice from 
spattering, thus helps avoid much of the 
annoying ‘“‘tickle’’ when polishing. 

Try this new use for Teel at our ex- 
pense. Write for free samples. Address: 
Procter & Gamble, P. O. Box 687, Dept. 
29, Cincinnati, Ohio. 
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“DO YOU CALL THAT 
Painless DENTISTRY?” 





— “if you do, I don’t!’ An Mrs. Bell 
will not return next Tuesday. And for 
Mr. Bell and little Mary there will be no fur- 
ther treatments. The Bell family is through. 

It could have been avoided, though this 
dentist doesn’t yet see how. The only 
anesthetic he could have used for that 
work was a topical,—a good topical. And 
what do we mean, a good topical? 

We mean just that, Doctor, a good topical 
— Rorer’s Topical. With it, there’s no pain 
for your patients, even in the insertion- 
pang of the hypodermic needle. Without 

inflicting pain you may endanger the 


it, b 
tn will so indispensable to your Sinees. 
TO HEAD OFF PAINFUL SITUATIONS USE 


RORER’S TOPICAL 


ANESTHETIC SOLUTION 
Price $3.00 
anesthetizes mucous membrane 
surfaces within two minutes. 
To order use return coupon below. 


™ WILLIAM H. RORER, INC. ™ 
Dental Division 
254 South 4th Street, Philadelphia, Pa. 


Send me one bottle of Rorer’s Topical 
g Anesthetic Solution @ $3.00. 


S22 ame 









YOU JUST CANT STOP 
w r 3 
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CRESCENT DENTAL MFG.CO. 
1839 S. Crawford Ave.,CHICAGO 

















ALKAL 


with your patients—young 
and old. 

They all like its clean, fresh 
taste and its comforting 
effect. 














THe ALKALOL COMPANY, 
TAUNTON, MASS. . 


Write for free sample 
ALKALOL: 


ALKALINE -SALINE~- CLEANSING 































WING 8 


It speaks well for VINCE that many a prescriber 
first learned of this oral antiseptic by word of 
mouth. One dentist sees another and when they 
get around to talking “shop,” Vince enters into 
the conversation. If one is unfamiliar with the 
preparation, the other will urge him to try it. If 
both are confirmed users, they compare notes on 
the various uses to which they put Vince. Most 
dentists use Vince as an all-round oral antiseptic. 
They prescribe it as a routine mouthwash and 
gargle; suggest its use in keeping dentures and ap- 
pliances clean; use it as an aid in the treatment of 
Vincent’s and other infections. § You, too, can 
learn of the acknowledged suitability of Vince for 
these purposes. A trial quantity will be gladly sent 
you. Please write your request on your letterhead. 
Vince is supplied in tins of 2,5 and 16 ounces. 





Vince Laboratories, Inc., 117 West 18th Street, New York City 


WORD OF MOUTH ANTISEPTIC 
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AMES E. GARRETSON is best known as the Father of Oral 
Surgery. Dr. Garretson is also credited with the perfec- 
tion of the dental engine for bone surgery and did much to 
develop the surgical treatment of cleft palate. His standard 
work, ““The System of Oral Surgery” was published in 1869— 
23 years after Dr. Austin Church and John Dwight had joined 
to produce the first Sodium Bicarbonate in America. 


Sodium Bicarbonate is one of dentistry’s most dependable 
aids. Having specialized in its production for nearly a cen- 
tury, Church & Dwight Company can offer a U.S.P. XI 
product at extremely low cost. When the many uses for this 
product are considered, in treatment as well as in the labora- 
tory, economy becomes important. 

Because of their popularity, our brands, Arm & Hammer or 
Cow Brand are available everywhere. Both are acceptable as 
dentifrices to the Council on Dental Therapeutics of the 
American Dental Association. They clean teeth well, are safe 
to use, and are never extravagantly advertised. 

There are so many other uses for Arm & Hammer or 
Cow Brand that it is well to keep a few packages always on 
hand. They’ll serve you efficiently and economically in any 
need that calls for Sodium Bicarbonate. 


Business Established 
im 1846 








CHURCH & DWIGHT CO.. Ine. 
10 Cedar Street New York. N.Y. 
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THE DENTISTS’ SUPPLY 
COMPANY OF NEW YORK 
220 W. 42nd Street, New York 


Send me free copies of folders 'Trubyte New Hue 
Dentures’ and ‘What Nature Creates Trubyte 
Duplicates.’ 

Dr. 

Street 

City 


Dealer 
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ANGELIC 


~ WASHABLE. 


ANGELICA 


for 
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Visit Our Branch Retail Stores or Write 
to Branch Nearest You 

SOSb boss nbdoersonersa 1414 Olive St. 

NEW YORK........ 107 W. 48th St., Dept. 14 

CHICAGO....177 N. Michigan Ave., Dept. LE 

LOS ANGELES....1101 S. Main St., Dept. LE 
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Binders for Oral Hygiene 
35c¢ each 


When ordering, state for what year 
binder is intended. 


Send order with remittance to 


ORAL HYGIENE 
1005 Liberty Ave. 
Pittsburgh, Pa. 


DENTAL 
MATS.. 

















THE LEADER FOR MANY YEARS 
The name Karpex today—as in the | ee 
means the best, at the lowest price, in dental 
mats. Call on your dental supply house for 
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prices and utiful color combination 
samples from which to choose. 


KARPEX MFG. CO. — INDIANAPOLIS, IND. 

































THE TRACE ELEMENTS IN 
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BIOLOGICAL MATERIALS 


® Students of nutrition recognize a total 
of some thirteen inorganic elements either 
as essential to humans or, in our present 
state of knowledge, as probably desirable 
for complete nutrition. For certain of 
these elements—definitely proven to be 
essential—reasonable estimates of the 
daily human requirements have been 
made. In addition, the distribution in 
common foods of minerals, especially 
those essential minerals most apt to be 
deficient in the diet, is well understood. 
Certainly, enough information appears 
to be at hand to insure an optimal supply 
for the individual of these essential or 
desirable elements through modern diet 
planning. 

However, for many years it has been 
known that traces of elements, other than 
those known tc be essential, may be 

resent in animal and plant tissues (1, 2). 
Ravedivetniantn in analytical techniques 
have been made and greater precautions 
observed in the handling of the materials 
used for analysis in studies reported 
within recent years. The results of these 
newer investigations have only served to 
confirm the fact observed in the older 
studies, namely, that “‘trace elements” 
may be present in biological materials, 
including mammalian tissues, along with 
the other elements recognized or accepted 
as essential in nutrition. 


A fairly complete list of the trace ele- 
ments includes silicon, aluminum, flu- 
orine, nickel, arsenic, bromine, rubidium, 
barium, and selenium. The persistent 
occurrence of these elements in foods and 
in animal tissues logically raises two ques- 
tions: First, are these See essential 
in human nutrition, and second, assum- 
ing them to be essential, how might an 
adequate supply be obtained? 


For the first of these two questions, 


there is as yet no conclusive answer (1, 2). 
Study of the possible part the trace ele- 
ments may play in normal body functions 
comprises one of the frontiers of nutri- 
tional research. The fact that the trace 
elements are more or less consistently 
present in animal tissues is not neces- 
sarily conclusive proof of their essential 
character in nutrition; further research 
alone must decide that point. 


The second of the above questions can 
be answered somewhat indirectly. It is 
not illogical to believe that we already 
recognize as essential those elements 
whose serious deficiency in the diet may 
produce the most serious irregularities in 
the human organism. Further, as stated 
above, the distribution of the known 
essential minerals in foods is well under- 
stood and by modern diet planning an 
adequate supply of these nutrients should 
be readily attained. It is not meant to 
imply that all of the trace elements are 
without significance in human nutrition, or 
that one essential nutrient is more impor- 
tant than another. Instead, it is intended 
to suggest that the distribution of all 
elements in foods is probably such that a 
protective FE eam to supply 
optimal amounts of all known essential 
minerals—should also supply the proper 
amounts of any unknown essential ele- 
ments, as well. 


Thus, the need for following the mod- 
ern pattern of diet formulation is further 
indicated. The most practical means of in- 
suring the needed quantities of all essen- 
tial nutrients—recognized or as yet un- 
discovered— is to plan the ration according 
to the concepts and teachings of the 
modern science of nutrition. In pursuing 
the modern diet pattern (2), commer- 
cially canned foods should prove both 
valuable and convenient. 


AMERICAN CAN COMPANY 


230 Park Avenue, New York, N. Y. 
REFERENCES 


1. 1939. Mineral Metabolism, Alfred T. 
Shohl, Reinhold, New York. 


2. 1939. Food and Life, Yearbook of Agri- 
culture, U. S. Dept. Agri., U. S. 
Government Printing Office, 
Washington, D. C. 





We want to make this series valuable to you, so we ask your help. 
Will you tell us on a post card addressed to the American Can 
Company, New York, N. Y., what phases of canned-foods knowl- 
edge are of greatest interest to you? Your suggestions will determine 
the subject matter of future articles. This is the sixty-fourth in 
a series which summarizes, for vour convenience, the conclusions 


about canned foods reached by authorities in nutritional research. 








The Seal of Acceptance denotes 
that the statements in this ad- 
vertisement are acceptable to 
the Council on F s of the 
American Medical Association. 
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HEAD COLDS 


Prevention and Relief 





Ocroser weather brings many head colds. 
Now is the time to be ready for them. 

Many colds can be prevented by hygienic 
care of the nasal mucous membrane. V-E-M 
moistens and lubricates the membrane and 
combats dehydration caused by steam heat. 
The thin film remaining on the surface of 
the passages also serves as a partial barrier 
to inhaled droplets. 

For relief of nasal congestion associated 
with the developed cold, ZYL acts quickly 
by shrinking the engorged passages. 

V-E-M contains 614 gr. eucalyptus oil 
and 11% gr. menthol per Av. oz. ZYL has 
the same composition as V-E-M plus 42% 


ephedrine. 


V-E-M AIDS eenheeientadl 
Z Y L PROVIDES RELIEF 





| SCHOONMAKER LABORATORIES, INC., Caldwell, N. J. 
Please send FREE sample of V-E-M & ZYL to: 


D.D.S. 
Street 
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CRESCENT DENTAL MFG.CC 


1839 S. Crawford Ave..CHICAG 





COTTON ROLLS 


These improved cotton rolls are 
a delight to the efficient dentist 
and are not harsh to the patient's 
mouth. They are actually spun from 
100% pure surgical absorbent 
cotton to make them softer, more 
pliant —_ non-collapsible. They 
adopt easily into any position, are 
stretchable and small tufts are 
quickly detachable. 


ENTAL ABSORBENTS CO. 
Palms Station 
Hollywood, California 











Gentlemen - 
ase send me a free, generous 
sample of “SUPER ABSORBENT”’ ROLLS, 





OH-10 
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to translucent incisal. They look 
‘human’’ day and night, even under 











ificial light, through their ability 
» absorb and reflect light and the 
ife tone of natural tissue. By actual 
st they are 40% stronger than or- 
linary teeth. Available in 8 popular 
ita-lux shades. 
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and functional advantages not found 
in any other tooth on the market. 





Their natural lingual anatomy, their 
great contribution to true life-like 
appearance through overlapping of 
anteriors, and their additional tongue 
room make them first choice among 
dentists who demand the best. 


PINORO Teet4, “‘the finest medium-priced teeth available,’ 
have a 100% gold-covered pin anchorage, and are made in a 
wide range of molds and shades. Many dentists use Pinoro 
Teeth to ‘“‘keep down the cost”’ of their cases without sub- 
tracting from their beauty and service excellence, 


= if your dealer doesn’t stock these teeth, make it your business to find out why 


{iM 25 YEARS DIFFERENCE | 


h : : 
on ~ ..-Image... practice... technique 
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SS ...¥et they both use F-J 
CONCENTRATED LIQUID X-RAY DEVELOPER AND FIXE 


Doctor X —"When | first: began practice there were onl 
powders to prepare x-ray solutions. The results were good, 
course — but what a nuisance to mix and prepare. One day, 
tried F-R Concentrated Liquid X-Ray Solutions. It took me le 
than 60 seconds to prepare — and the results were even bette 
From then on it's been the F-R way for me. NOW I'm moder 


too.” 
Doctor Y —"'l’m glad | never had to bother with dry powder 


Dentists everywhere agree that F-R X-Ray Solutions, first in concentrate 
form, are first in quality. Consistently great brilliance, diagnostic deta 
free of fog and prepared in less than 60 seconds attest to why dentists a 
hospitals specify F-R. When diagnosis depends on accuracy and clarity 
take no chances. Be certain—use F-R 4 
Concentrated Liquid X-Ray Developer 

and Fixer. 
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F-R X-Ray Solutions and F-R Dental Darkroom 
Accessories which include the F-R Interval Timer 
ond the new F-R Stainless Steel Thermometer are 
available through your regular dental supply dealer. 
Look for the “F-R” trademark—it is your guarantee 
of quality always. All F-R Products are made in 
the U.S.A. 


FR FINK-RO/ELIEVE CO., INC. 


109 West 64th Street, New York © Branches: Chicago, Los Angeles 














n general practice, 


EXTRACTIONS 


are simplified through 


NON-FORCE TECHNIOUES 


which also avoid much untoward 


operative and post-operative 


reaction 


The non-force techniques offer the safest, 
swiftest extraction procedures. Auto- 
matically controlled, non-force elevators 
maintain extraction forces in a line with 
the tooth, minimizing danger of crown 
and apical fractures. 

’ A book which describes these tech- 
: niques is available without charge to the 
: profession. Typical extraction of single- 


the 


DUDLEY RESEARCH CORP. - 


rooted teeth and molars; sectional re- 
moval of impactions and divergent 
rooted molars as a means of minimizing 
shock, trauma, laceration and bone 
destruction, are explained and illustrated 
diagrammatically. 

Since a very limited supply of these 
books is available, we suggest that you 
write at once for your copy. 





IMPACTOR 


18 West 27th Street, New York City 


Manufacturers of MALLETOR for superior amalgam restorations 
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HOW TO GET A DENSENE SAMPLE DENTURE — FREE 
You will receive a Densene Sample Certificate enclosed with each 
unit of Densene or with each full Densene Denture made for you 
by your laboratory. When you have accumulated 12 of these cer- 
tificates (or if you want your sample immediately order 12 Densene 
units from your dealer at one time) mail them to Cosmos Dental 
Products, Inc., 49 W. 45th Street, New York City and a Densene 
acrylic resin all-pink full denture will be sent you, without charge. 

The Densene Sample Denture is made from a practical case. It 
is fully carved and finished, illustrating beautifully the life-like 
appearance of Densene. The sample denture will be supplied 
with your own choice of any of following teeth: 1. Justi Vitalux. 
2. Myerson’s Trublend. 3. Trubyte New Hue. 4. Universal 
Verichrome. Be sure to specify brand of teeth when ordering. 








THE ACRYLIC RESIN DENTURE MATERIAL 


CME 


COSMOS DENTAL PRODUCTS, INC. * 49 WEST 45TH STREET, NEW YORK CITY 
















PLE DENTURE! 


FOR OFFICE DEMONSTRATION: A good 


picture is worth a thousand words. Since it is fairly 
difficult to describe the incredibly attractive appearance of the 
Densene, this sample denture offers an opportunity to illustrate its 
“alive” appearance convincingly for your patients. At the same 
time, they can actually feel its “feather weight’. . . know as you do, 
that Densene is odorless and tasteless... readily understand why 
these beautiful dentures are so easy to clean and keep clean. 

In comparison with dentures made of less modern materials, the 
sheer beauty of the Densene Demonstration Case emphatically 
points out the appealing advantages of Densene and makes verbal 
explanation entirely unnecessary. 

You’ll find the Densene Sample Denture a definite asset in your 
office. Save the Sample Certificates and get yours without delay. 
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There are times when saving a few 
dollars in the purchase of some piece 
of equipment requires a sacrifice in 
quality materials and workmanship. 
Not so with Dumore Dental Engines and 
Lathes. 25 years manufacturing ex- 
gr eer has made it possible for Dumore 

a the means and methods that 
spell really fine equipment at prices well 
below what one expects to pay for this 
type of merchandise. See for yourself! 
See your Dental Supply Dealer for full 
facts—-or a demonstration. 

THE DUMORE COMPANY 

Dept. 2503 Racine, Wis. 


DU) SRE 
Precision 


DENTAL EQUIPMENT 





TRU-CHROME LINGUAL BARS are an- 
atomically designed to fit the contour of 
the lower arch. They have a flat split 
hook retention and this long, flat design 
makes the bars easily comfortable to 
saddle ridges. 

TRU-CHROME UNIVERSAL CLASPS 
are designed with off-set occlusal rest 
so that it is possible to use them on left 
or right sides of upper or lower teeth. 


Tru-Chrome products excel through ex- 
treme strength and flexibility; yet are 
light in weight and retain the highest 
polish. 

Write for complete information and price list 


on Tru-Chrome Prosthetic and Orthodontic 
Materials. 


ROCKY MOUNTAIN METAL PRODUCTS CO. 
1275 Sherman Street Denver, Colorado 

















Accuracy is essential in 
registering articulation. 
For clean, sharp details 
practitioners everywhere 
are using OLDS 


[t is hard but not smutty; 
it has finger protectors to 
guard against soiled 
fingers. Try it now. 
Eight books for $1.00. 


* 
S. H. REYNOLDS 
SONS COMPANY 


100 Boylston Street 
Boston : 
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| an of A Patient... 

An appreciative patient! 

Yours? 

Small things—if they are the right 
things—can play a big part in fostering 
such loyalty ... and they can go a long 
way toward strengthening the bond be- 
tween you and your patients. 





PYCOPE “Council Accepted” 
TOOTH POWDER can’t mat 
abrush ...isimmediately sol- 
uble . . . contains no glycerin, 
grit, acid, soap .. . no sodium 
perborate. 


PYCOPE BRUSHES have 
small heads, rigid handles... 
scientifically spaced bristles, 
wedge-cut tufts...atwo-month 
guarantee. Educational folder 
included 











“no MAM 
| WOULDN'T THINK 


OF CHANGING 
DENTISTS!” 





For instance, one of the wise things 
you can do is prescribe Pycopé Tooth 
Powder and Pycopé Tooth Brushes. This 
is your powder — your brush — never 
publicly advertised! 

Because recommendation of these 
ethical products represents your special 
knowledge in the dentifrice and tooth 
brush field ... they readily become sym- 
bols of your concern for your patients’ 
well-being ...a thoughtfulness which 
patients are quick to appreciate. 
PYCOPE, Inc., 2 High St., Jersey City, N. J. 


IT'S GOOD PRACTICE TO PRESCRIBE 


PYCOPE 


PY-KO-PAY 
TOOTH POWDER & TOOTH BRUSHES 

















Two Gormuas 


containing Novocain and Cobefrin are 
now obtainable from your dental dealer. 


NOVOCAIN-COBEFRIN REGULAR—This 

anesthetic which has been so popular for seven 

years, is supplied in either Cook or Waite solu- 

tions. Cook solutions have a normal saline 

vehicle; Waite solutions a chemically com- 
nded base. 


OVOCAIN-PONTOCAINE-COBEFRIN — A 


4 new formula for cavity-preparation or proce- 
’ dures requiring anesthesia of longer duration 


3° 
34 
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n normal. In Waite cartridges and ampules 
only. The only Waite formula with a saline base. 
Further information can be secured from your 
dealer or from this office. Samples on request. 








COOK LABORATORIES, INC. 
The ANTIDOLOR MFG. CO., Inc. 
170 Varick Street - New York, N. Y. 
Laboratories: Rensselaer & Springville, N.Y. 


NOVOCAIN, PONTOCAINE, COBEFRIN, REG, 
TRADEMARKS, WINTHROP CHEMICAL CO., INC. 
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NOVOCAIN-COBEFRIN HELPS 
BANISH DENTAL DREAD 
BY PREVENTING PAIN 
THROUGH MORE OPERATIONS 


EAR of pain, and dread of un- 
pleasant effects perhaps once 
experienced after local anesthesia, 
not only lead patients to put off nec- 
essary dental appointments but 
handicap you when your work is 


actually begun. 


More and more dentists who recog- 
nize this fact today are using Novo- 
cain-Cobefrin routinely to give their 
patients maximum comfort — 
through extractions, sensitive cavity- 
preparations and other restorative 
procedures. Versatile in the uses it 
serves, generally well-tolerated by 
patients of all ages, and with mini- 
mum possibility of disturbing after- 
effects, Novocain-Cobefrin is a 
dependable aid in breaking down 
dental dread and building up pa- 
tients’ courage and confidence in 
your skill. 


Are you one of the many dent 
using Novocain-Cobefrin, eith 
Cook or Waite; who know that 
best satisfied patient is the patie 
who endures no pain in the che 
and suffers no post-operative ¢c 
comfort? If not, why not specify 
box of 100 cartridges or ampules | 
your next order. 


Note: If you will order two hundred c 
tridges or ampules and send us the k 
tops, we will send you free a pre 

illustrated and comprehensive treatise 
injection technique and local ar : 



















UNITED DRUG COMPANY 


and 
YOUR Fexalk DRUGGIST 
YOUR PARTNERS IN HEALTH SERVICE 


PURETEST DICALCIUM PHOSPHATE 
with Vitamins A and D Capsules 
assist in the development 
of sound bone and tooth structure 
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Thoughtful dentists everywhere recognize the increased patient-satisfaction which 
comes from preventive methods used to keep teeth in a healthy condition. Such 
methods should be part and parcel of every practice-building plan. 

Puretest Dicalcium Phosphate with Vitamins A and D Capsules are the 
product of the Department of Research and Technology in one of America’s finest 
and most modern drug laboratories. Each capsule contains 3 grains Dicalcium 
Phosphate together with Vitamin A, 3140 U. S. P. Units; and Vitamin D 314 
U. S. P. Units. 

You can safely recommend them to your patients as a valuable aid in promoting 
the absorption of calcium and phosphorus which in turn contributes to the develop- 
ment of a sound and healthy bone and tooth structure. 

With this end in view, thousands of successful dentists are prescribing Puretest 
Dicalcium Phosphate with Vitamins A and D Capsules to supplement their patients’ 
diet. Available only at the 10,000 Rexall Stores throughout the United States, 
Canada and the world. Liggett and Owl Stores are also Rexall Stores. 

Specify Puretest Dicalcium Phosphate with Vitamins A and D Capsules at your 
convenient neighborhood Rexall Store. 


NITED DRUG COMPANY 


BOSTON . . Sf. LOUIS. 
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DO YOU tei 


your patients decide? 


When the question of a dentifrice 
arises, as it so often does, do you 
recommend the product you prefer or 
do you help the patients decide? Pa- 
tients look to you for this advice and 
would likea specific recommendation. 
Because Kolynos is a concentrated 
dental cream (no added water in the 
formula) only % inch on a dry brush 
is needed to help clean the teeth. 
You can safely recommend Kolynos 
because you know it as a Council 
accepted dentifrice that may be used 
according to your specific instructions 
on the dry brush technique. Send for 
professional samples today. 


THE KOLYNOS COMPANY 


New Haven, Connecticut 
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YOUR TICONIUM LABORATORY IS 
TRAINED TO SERVE YOU BETTER 


Prominent laboratories from all parts of the United States 
and Canada attended the Annual Ticonium Refresher Course 
held at Albany, New York, during the week of August 18th. 

Well known clinicians and teachers presided at the sessions 
and the information presented concerned not only Ticonium 
but all departments of the laboratory and laboratory manage- 
ment. Among the papers and demonstrations offered at the 
Ticonium Refresher Course were the following: Principles of 
Partial Denture Design and Surveying; The Heat Treatment of 
Ticonium, Precision Attachment Work, Acrylic Teeth, Casting 
of Inlays with Acrylic Resins, Common Sense in Full Dentures, 
Ballard Intra-Oral Correlator, and Recent Developments in 
Dental Ceramics including the construction of Porcelain Gum 
Blocks and Reinforced Porcelain Bridges. 

Such active assistances as the Ticonium Refresher Course 
plus sectional meetings among Ticonium Laboratories them- 
selves and regularly published technical material, place your 
Ticonium Laboratory in a position to serve you better—tech- 
nically. Consult your Ticonium Laboratory confidently. 





TH rican M 
LABORATORY NEAR YOU 








As aswab, Cam- 

pho-Phenique 
cleanses and soothes early 
gingivitis and stomatitis. 
Applied regularly to irri- 
tated and inflamed mucous 
membranes, Campho- 
Phenique tends to allevi- 
ate discomfort, decrease 
congestion, and encour- 
age healing. After extrac- 
tion its use as a loose wet 
pack aids in minimizing 
the pain and the possibility 
_ of secondary infection. 


Be prepared with a bottle 
of Campho-Phenique on 
your treatment table. — 


JAMES F. BALLARD Inc. 
700 N. Second St.¢ St. Louis, Mo. 





How did you 


A national Survey 
proves Dentists prefer 


BS POLISHER 


because the skirt on 
POLISHERS minimizes t 
entrance of abrasives . . 
making your handpiece | 
longer. 
because being made of hig 
est quality soft, flexible 
ber, BS POLISHERS 
cool and smooth .. . 
longer. 

because the corrugation 
side the cup holds abrasf 
firmly against tooth su 
and prevents throwing. | 
because having no long clu 
sy mandrel BS POLISH 
are more convenient to 
because BS POLISHEI 
quickly clean deep points 
pits and fissures under ff 
gum margin... . with 
slightest injury to delice 
gum tissue. : 


A note from you will bring Free 
samples of BS and Baby BS Polish- 
ers. Available from dealers all over 


qooNS DENT, A 


ESTABLISHED IN 1900 
% | 4958-60 SUBURBAN RW., ST. LOUIS, MO. 


























THEY LOOK LIKE 
SPECIMEN CASES 


Acrylic-like 
holder 


Each set of Dr. Myerson’s Character- 
ized Anteriors (artistic simulation of 
synthetic fillings and new improved 
surface qualities added to True-Blend . 
superiorities) and True-Blend Anter- Teeth mounted | 


iors is mounted on the amazing new er, is 
Tooth Holder illustrated. — ‘ in wax chamber 

| on gum-simu- 

lating apron. 


True-Blend | 
Anteriors mounted | 
on New Holder 


Characterized 
Anteriots Mounted 
on New Holder 


Write for 
COMPLETE INFORMATION 








TRUBYTES TRUPONTICS 





THE ADVANTAGES ARE YOURS, 


DOCTOR . 


Steele’s offers you the best combination: The ae 
curately interchangeable Regular, Trubyte, of 
Trupontic Tooth and genuine Steele’s Backingg. 
Steele’s Teeth and Steele’s Backings are mant 
factured to micrometric precision and embrace 
the principles of structural strength and natural 


beauty. 
Steele’s Complete Tech- 
nic Book is available on For your satisfaction and for your patient's oral 


request. comfort and health specify Steele’s. 


The COLUMBUS DENTAL MFG. CO. ©  coLUMBUs. on ' 
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YES DOCTOR! 


YOU CAN Safely Recommend a 
Particular Brand of Dentifrice 


-PEPSODENT! 














HERE’S WHY! 2. Here is a brand which uses a 
composite of Sodium Metaphos- 


1, Here is a brand which uses phate and Tricalcium Phosphate 
Purified Alkyl Sulfate (known to as polishing agent. The safety and 
the public as Irium) as its emulsi- effectiveness of this combination 
fying and cleaning agent. The are so well recognized many den- 
safety and effectiveness of this tists use it at the chair in pro- 
ingredient has been proved and phylaxis. 


published. 3. Here is a brand which has 
been awarded the Seal of Accept- 
ance of the Council on Dental 
Therapeutics of the American 
Dental Association. Proof it is 
Safe, Effective, Truthfully Ad- 
vertised to the Public! 











All 3 forms—Pepsodent Tooth 
Paste, Pepsodent Tooth Pow- 
der and Pepsodent Liquid 
Dentifrice have been awarded 
the Seal of Acceptance. 






THE PEPSODENT COMPANY, CHICAGO 

















Fine daily tonic for 
mouth and throat 


Cleansing, stimulating mouthwash and gargle 














New Pian! BUCCAL BRACKETS New Approach 
(FRANKLIN) 


All lower full dentures must exhibit suction in abundance when b ‘lt 
along Rational lines and are equipped with Buccal Brackets (Franklin), 

Do not overlook this fact in your endeavor to construct a practical 
lower full denture that will stay put all the time—at your demand— 

with food-filled mouth or unfilled. Order a reasonable supply of Bracke J 
and with acquired skill in denture building—and some extre effor 
may soon dominate profitably an enlarged field. 

Practice ne ly Sang ge Holders! 
$1.00 per set (with instructions) by P. O. Money Order or cash. 
THE FRANKLIN EXPERIMENT LABORATORY 
Quincy, Illinois 
(Attention W. Franklin Richards, D.D.S.) 








ALL A — CLARK EQUIPMENT IS OUR BUSINESS 


R We will recondition your A. A .Clark og ata 
t. Wecan repiace broken oF 

Work fully guaranteed. minimum o 

We welcome your inquiries. No K E worn parts promptly. No delay. 

obligation for estimates. 


GLAZBROOK BROS. DENTAL SERVICE SHOP 7 PART 


7225 Wentworth Avenue hicago, Il. 


fe SILVERLO} 


REG.U.S. PAT. OFF. 
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New York, N.Y. 





110 West 42" Street 





hatha 
co 
a | 
=< 
‘dae 
— 
Te) 
hedlnd 
| 
7 
ph 
_ 














GIVE PATIENTS ALKALINE FASTEETH! 





| @ In first dentures, as every dentist knows, the tender tis- 
' sues are often either sore from RECENT OPERATIONS 


or soon become so from the unaccustomed pressure of the 
hard, unyielding mass. They are then easily irritated by the 
CHAFING incident to a denture that isn’t fully under con- 
trol, and may become so inflamed and “fiery” as to hinder seriously 
the mastery of the denture. 

That’s why dentists increasingly appreciate the added advantages 
of adenture powder that ALSO AIDS NATURE in the healing proc- 
ess. And that’s why they are so enthusiastic about FASTEETH. 
Being alkaline, FASTEETH checks the irritating effects of excess 
mouth acidity, and soothes and protects tissues that are tender. 

Your patients will be grateful for its soothing, cooling comfort, 
for its wonderful help in speeding the mastery of a denture! 


i 
gC eee e8e2eee2e 2228888226888 6286688288868 te 
; 


t 
CLARK CLEVELAND, Inc. — 


Binghamton, N. Y. 


Please send, FREE .. . 
(_] Professional samples of FASTEETH. 
copies of ‘‘Your Denture and Yourself.”’ 





Also FREE Samyales! 


Pin your card or letterhead to this handy 
coupon and mail them for a FREE supply 
of FASTEETH samples and of copies of 
“Your DENTURE and YOURSELF.” 
You'll be delighted with both, and they’ll 
help to make your denture patient 
relationship more pleasant and under- 
standable. 
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To Keep Teeth Clean 


To Combat Local Acidity 
To Combat Acid Eructations from Sour 
Stomach 


SONA ASSO Clg aie Pikes 
eye See ay A TN Soy Se 


-— 


The use of the convenient forms of the standard 
antacid, Phillips’ Milk of Magnesia, enables your 
patients to perform this essential daily routine of 
prophylaxis thoroughly and pleasantly. 

More and more dentists are suggesting the follow- 
ing regimen: 
1. Phillips’ Milk of Magnesia Tooth Paste to keep 
the teeth clean and to neutralize mouth acids on 
contact. 


2. Phillips’ Milk of Magnesia used twice daily as a 
mouth antacid to combat local acidity. 


3. Phillips’ Milk of Magnesia 
taken internally to combat acid 
eructations from sour stomach. 


For More Prolonged Antacid 
Effect — Phillips’ Milk of Mag- 
nesia Tablets. Pleasant-tasting, 
mint-flavored, may be chewed 
slowly to give prolonged antacid 
action. 

We will send you professional 
sample upon request. 


PHILLIPS’ 
Milk of Magnesia 
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OFFICE SMARTNESS DEMANDS 
BETTER FURNITURE 


Patients don’t like to wait in a seedy-looking 
reception room. There's something inspiring about an 
office furnished with Royalchrome furniture with its 
glistening finish . . . its colorful, guaranteed Tuf-Tex 
leatherette upholstery . . its Paton: attractive- 
ness, extreme cleanliness and sanitation. Built for 
longer life and greater utility at prices that make it 
economical to own and maintain. 


Write for complete information 
ROYAL METAL MFG. CO. 
161 N. Michigan Ave., Dept. A, CHICAGO 
New York = Los Angeles oon Toronto 

















ARTICULATE 
Your Study Models 


Tis New Cotas Study Model Articulator has a spring 
attachment which —_ pogene — and protrusive 
dibular movements, an sO permits the arti casts 

to myo easily separated and Se again. 

To mount models, drill the four Doles (template and drill 
supplied) and attach prongs with sticky wax. To remove articu- 
lator from cast merely heat prongs and withdraw. Casts remain 
unmarred. 

These articulators can be used repeatedly. 

S Cat. No. 805—Five Columbia Study Model Articulators 
+ with Template and Drill 
| Order through your dealer Cat. No. 806—Additional Articulators—Six for 


| COLUMBIA DENTOFORM CORP.,131 East 23rd St., New York, N. Y. 














BLACK BRISTLE ... USED ONLY IN THE DR. BUT- 
LER TOOTH BRUSH to the best of our knowledge. 
Our special offer enables you to compare the remarkable 
black bristle brushes with our regular brushes. Send 
only 40c (covers only cost of packing and shipping) and 
we will send you two brushes! We suggest you choose a 
hard or extra-hard black and a hard or extra-hard un- 
bleached. (No checks, please. Coin or stamps only.) a 
ad 








JOHN O. BUTLER CO., 7359 Cottage Grove Ave., Chicago OH-10-40 


I enclose 40c for two brushes: 
[1] Hard Black C) Extra-hard [) Hard Bleached 
C) Extra-hard Black Unbleached [) Extra-hard Bl 
[J] Hard Unbleached CC} Med. Bleached [) Junior (Child’s) 
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i. SMALL HEAD easily 
reaches intermost tooth 
surfaces. 

. FULL TUFTS of base end 
cut Chungking _ bristles, 
trimmed for interproximal 
massage brushing. 





| 3. STRAIGHT Takamine Bamboo 
. 4 ab handle will not bend. 
=. 4. STERILIZABLE in boiling wa- 
ss ter. 
= ron . 5. LOW COST facilitates frequent 
Pr renewal. 


2 ’ The design of Takamine toothbrushes row Interdental type is used for the 
- is such that the patient need not be technique favored by Drs. Charters, 


¢. + required to master a complicated Stillman-McCall. The Standard mod- 
“massage-brushing technique. The el is designed to the specifications of 
three professional models illustrated Dr. Joseph Head. 


- offer a complete choice for the doctor’s 
- prescription. Each Takamine model The use of Takamine Toothbrushes 


é is scientifically designed to the exact- in cases of Trench mouth is particu- 
ing requirements of leading perio- larly important. These are the only 
 dontists. For example: The Three-row toothbrushes that can be sterilized 

 Interdental is designed to facilitate repeatedly in boiling water, without 

i Dr. Hirschfield’s technique; the Two- harming the brush. 


TAKAMINE 














: 'TAKAMINE CORPORATION, 132 Front Street, New York City 
Enclosed remittance to cover my order for 


t professional peteces as checked below: Check bleached or 
dispensation Special 


For your office 
.. STANDARD at 7c each. 


prices are: 


.3-Rew Interdental at 9c each. 


..2-Row Interdental at 10c each. 


0 UNBLEACHED BRISTLES 


0 BLEACHED BRISTLES 


If you reside in New York City, please add 7% sales tax 











MOYCO SPECIAL 
COMPOUND 


A brand-new compound 
by an old pioneer 


For all impression technics, 
especially in difficult cases 
involving areas of recent extractions, where the accurate recording of delicate 
detail is so essential—without undue pressure and tissue distension. 


Velvet fine texture and HIGH DEGREE OF PLASTICITY at working 
temperature (130°—135° F.) Chills quickly without distortion. Easily carved 
without chipping. Usable with or without plaster or other wash. 


ALL DEALERS 


eres 
THE J. BIRD MOYER COMPANY, INC., 1210-14 VINE ST., PHILADELPHIA, PA. 
Please send sample of MOYCO SPECIAL COMPOUND to 






























+ 
amsons Secret 


¢ We are the only ones who makeSAMSON RUBBER. 





Moreover, we are the only ones that know how to 
make it. 








q The process is a secret. 
q When we started in 1865, our knowledge of rubber 


was not nearly so profound as it is now. In our over 70 
years of eee ston experience, we learned how to make 


the best dental rubber, and that rubber is SAMSON, 


Not the best because we say it is, but because the 
ental profession admits it is. 


q Ask the progressive dealer. 


Eugene Doherty Rubber Works, Inc. 


110-112 Kent Avenue, Brooklyn, N. Y. 
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FOR 


VITAMIN D i 


ProbucTS ¥ 


True distinction can only be attained 
through merit which has been earned. 


Consistent, energetic, well-directed 
effort in laboratory and clinic, the re- 
sults of which have been carefully and 
scientifically tabulated over a period of 
some fifteen years, give distinctive 
meaning to the Foundation’s Seal. 
Bioassays for Vitamin D, conducted to 
U.S. P. standards, fill 60,000 pages of 
records on 200,000 rats used to check 
the Vitamin D potency of Foundation- 
licensed products. 


Carefully recorded independent clin- 
ical studies of the Vitamin D value of 
Foundation-licensed products on more 
than 3,000 children are regimented 
behind this Seal. Competent investi- 


————— 


~ 


Approved tor 


VITAMIN D 


upon periodic 
tests 






gators work independently at leading 
hospitals and clinics. Their findings, 
published in the recognized profes- 
sional journals, emphasize the impor- 
tance of this Seal and its message — 
“Approved for Vitamin D upon peri- 
odic tests.” 


Every Vitamin D product licensed 
by the Foundation under its famous 
Steenbock patents is entitled to carry 
this Seal of distinction. All licensed 
products are regularly tested, whether 
or not the Seal appears thereon. Thus, 
any reference to Foundation licensing 
appearing on any product package or 
in its advertising permits you to use, 
prescribe and recommend that product 
with utmost assurance of its uniform 
Vitamin D potency. 


ABOUT THE FOUNDATION—The Wisconsin Alumni Research Foundation is 
an organization not for private profit, formed to receive and administer 


patentable discoveries voluntarily assigned. Its trustees are alumni who 
give their services to the Foundation without compensation. All net 
avails are devoted to scientific research. At present, some 130 projects are 
under way, being supported by funds appropriated by the Foundation. 
A comprehensive outline of the history and activities of the Foundation 


——— 


is given in the booklet, “Scholars from Dollars,” a copy of which will 
be sent to you upon request. 


WISCONSIN ALUMNI RESEARCH FOUNDATION, MADISON, WISCONSIN: 
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which any Operator 

















will Appreciate | 
IT’S LARGE—A 514” pot either 814” (two 


cases) or 11” (three cases) deep—ample in 





size for all large and extra large flasks such 
as our No. 22C Tench-Donham. 


the NEW IT'S STRONG—the pot is seamless drawn cop 

per and definitely NOT a casting. The cap 

moder crossbar and bolt are drop forgings of stee 
ylira- while the nut is machined from solid st 


nck Lew's stock. 


IT’S SERVICEABLE—will handle any dent 
ial which b Icanized 
ossnat npreanes whic can | e€ vuilcanize , or cur 
in steam and is particularly effective for 
yzer new Acrylics. Available for all types of gas 
Vulcan for electric operation. Prices begin at $72. 


Write now for complete details about 
this newest of new dental vulcanizers. 


rae eS eo co. BUFFALO, WN. Y. 
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THE ANACIN COMPANY «- JERSEY CITY, N. J. 
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BiSoDoL helps welteve 


GASTRIC HYPERACIDITY and DIGESTIVE UPSETS 
due to EXCESS STOMACH ACID 


LA he 


BiSoDol Mints IN CONVENIENT TABLET FORM 





Samples Free to the Dental Profession on Request 


THE BiSoDoL COMPANY « NEW HAVEN. CONN. 












igh Germicidal Potency 
tu non-inilating wen in WGH concentiation 


NTISTS are fast learning the all-around efficiency of 
Zephiran— its extreme economy and convenience. 








s for the disinfection of lips and mucous membrane 
, this antiseptic deserves a place in every dental 
e. It is non-irritating and odorless. Entirely free from 
ne, phenol, mercury, or other heavy metals. Logically 
tight antiseptic for that final precaution now usually 
erved by oral surgeons and general practitioners in 
i chain of asepsis. : 
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pally unlimited in its dental applications, Zephiran is One part of Zephiran 
mmmended for cold disinfection of instruments and  . with three parts of dis- 
Ihtenance of sterility, for hypodermic asepsis, and for . sre pélediGel cdactess 
bendable disinfection generally. 1:1000 concentration for 
mucous membrane disin- 
fection previous to and 
following surgery. 


Exclusive distributors to the Dental Profession: 


THE ANTIDOLOR MFG. CO., INC. am 
170 Varick Street, New York, N. Y. 4 
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re 
Effectiue 
IN HIGH DILUTION 


Neu -Inritating 


IN HIGH CONCENTRATION 


Available in one-ounce 
and one-quart bottles, 
Zephiran Concentrated 
Solution may be obtained 
from representative den- 
tal dealérs. Begin its use 
now; let one disinfectant 
meet al// your require- 
ments. Write today for 
descriptive literature. ° 
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ASSORTMENT .. Forty dozen plain and twenty 
dozen crosscut burs—either one-third Straight and two | 
thirds Angle, or all for Angle handpiece—in handsome 
silver-birch finish cabinet with blue trim and mirror 


lined lid. 










Standard Assortment, complete $42.33 


ASSORTMENT . . Twenty-four dozen plain and 
twelve dozen crosscut burs—either one-third Straight 
and two-thirds Angle, or all Angle—in ivory-tan lacquer 
finished cabinet with black trim and full-size mirror 


in lid. 


= @42 +82 tee ae 


Standard Assortment, complete $26.00 


pot) 


DENSCO CUTWELL ASSORTMENTS 


Densco Cutwell taper-shank burs may be obtained in T 
either standard or specially selected cabinet assortments 
at only $1.00 more per gross than for conventional 
Straight and Angle styles. 


EVERY sur is a GOOD Boyt 



















AABINET ASSORTMENTS 








Naturally, the dentist who buys a 5-gross or a 3-gross assort- 
ment of burs expects to get extra value in number of burs per 






dollar because he purchases in quantity. But that’s only one of 






the extra values he gets when he specifies a New Cutwell as- 






sortment. Another is the exceptionally attractive cabinet with 






mirror-lined lid, which not only enhances the appearance of 









his office, but, with bur partitions removed, serves ideally for 



















other uses later on. And finally, there’s that most important 





twenty 


ndtweof plus-value of all—one from which the New Cutwell user de- 
ndsome 5 . . . . : . 
mirror Tives daily dividends in operating satisfaction and economy— 


12.33 the superior cutting efficiency, accuracy and durability of the 
burs themselves ... New Cutwell economy is real economy, as 


ain amd = youll discover when you compare bur costs by the month or 
Straight . , 
lacquer} year, instead of by the gross. Order a New Cutwell cabinet as- 
ma sortment today and see if you don’t find it, in all these respects, 


26.00 a “treasure chest of extra value”! 

NTS 4 
pe in THE RANSOM & RANDOLPH COMPANY - TOLEDO, OHIO ' 
rtments : 
entional 





iIEN YOU USE NEW CUTWELLS| 
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The new DEMONSTRATOR PACKAGE 
of SYNTHETIC PORCELAIN 


Here’s a real buy! Six bottles of direct- 
matching Synthetic Porcelain powders and 
one bottle of liquid. Worth $19.00 if pur- | FOR 
chased individually. In this package you MODERN 
get them for only $16.60. And at no extra ee: 
charge, you get one Demonstrator bottle of 
No. 21 powder and one Demonstrator bot- 
tle of liquid! 

Order the Demonstrator Package today. 
It's all filling material—no accessories. Find 


out for yourself about fi 
ESTHETICS with cyNTHETI 
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()" prescriptions and orders— 


and even in oral directions— 
pentobarbital may be easily mistaken 
for phenobarbital. Fortunately, this 
confusion may be easily ‘avoided. 
Simply write or say NEMBUTAL when 
you want to make certain that your 
patient will receive the short-acting 
barbiturate backed by ten years of 
clinical use. Nembutal is supplied 
in 14-grain, 34-grain and 114-grain 
distinctive yellow capsules; in 1- 
grain, 2-grain and 3-grain suppos- 


itories; in ampoules containing 


3.75 grains of the drug; and in 
Nembutal Elixir, each fluidounce of 
which contains 2 grains of the drug. 
Nembutal is manufactured and 
distributed solely by Abbott Labo- 


ratories, North Chicago, Illinois. 





*% Write or say 


NEMBUTAL 


(Sodium Ethyl [1-Methy! Butyl] Barbiturate, Abbett) 
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NU-PLATE Cox = 


Another Formula of 
R. J. FORHAN, D.D.S. 
internationally known as 
an originator of dental 


products. 


A 
PLASTIC SSeS 
Gives a Perfect New Impression on Old 


- odorless, no burning of tissues, lasts for weeks; 
becomes a pearly, pink hard surface, ease of application, the only 
technique necessary is to apply three-inch strip NU-PLATE from 
tube to misfit plate—no mixing. Place in mouth, have patient 
press and bite into place—that’s all, fifteen minutes time. 











canes 





Doctor, convince youl 
self of the many uses yot 
have for NU-PLATE 
Make vour severest test @ 
selecting some “impossible” 


-ase. Every dentist has at 


Oe DSU EMMI co be finished wich. Tale 
impression on fone 


A REBASING AND pe 
REFITTING PLASTIC, misfit or old scarded 


HARDENING MATE- . 
aint Fok Maintith. plate. Have patient eat 
ING A PERFECT on it for a day or two. ff 


ADAPTATION OF 
vite ‘eanee chats he says it is the best ever, 
TO SHRINKING GUMS teline from this impres 


sion. 


aFror IT) U LA Order from your dental 
+t supply house. If you are ut 

able to secure promptly, set 

check or C.O.D. $1 prepaid 


R.J.FORHAN, pps. 





NU-PLATE DENTAL CO., INC 


PRICE ~ ENOUGH FOR 202 EAST 44TH STREE 
16 RE-LININGS NEW YORK Cif! 
METER 2 TEAS BIE 

















UNLESS YOUR SHADES ARE A LIFE-LIKE RED : 


Certified Enamel Improved is. pigmented with the proper amount of the natural, lifelike 
color of the body itself... .RED . That's why a Certified restoration so completely matches a 
living tooth as to defy detection. 


Free yourself from the bondage of less modern silicates . . . investigate the advantages 


of Certified Enamel Improved. Call your dealer TODAY. 


LEE S. SMITH AND SON MANUFACTURING CO. * 7325 PENN AVE., PITTSBURGH 
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The WEWEY School of Onthodontia 


founded in 1911 by Martin Dewey, D.D.S.,M.D. 





Sessions held at intervals throughout the year. Date of next session on 
application. Classes limited. 
« 


For further information write 


The Dewey School of Orthodontia, 17 Park Avenue, New York City 











Try €O-ORAL-ITE Impression Material — 


It’s different because: Why not try Co-Oral-Ite Impression. 
Material in your office on the very next | 
(1) it is a powder and liquid. case? It is a guaranteed product, carrying 
assuring you of mixture con- our guarantee and that of the dealer. 
sistency; (2) easy to work with; We know you won't be disappointed. 
(3) its slow setting time allows We're willing to bet you'll be elated 
ample time for manipulation; (4) after using Co-Oral-Ite only a_ short 
sharper impressions; (5) it’s time 
your guarantee of successful . 


first impressions. Order from your dealer NOW. 








CO-ORAL-ITE DENTAL MANUFACTURING COMPANY, SANTA MONICA, CALIFORNIA 


TRAUN’S 
GRANULAR PINK 


No. 74 for 
VENEERING 












No. 774 for 
FULL DENTURES 


An artistic blend of various shades of pink rubber—from delicate rose to whitish 
pink. It reproduces the natural shades of the living tissues, simulating even tiny blood- 
veins. 

It is free packing, and its tacky surface enables you to cut down time and labor 
in processing. And the slight extra cost to you is negligible. 

No. 74 is the kind to use for Veneering. 

No. 77 is the new type that can be used without hesitation for Full Dentures. 

If you are not now using TRAUN’S GRANULAR PINK, send $1.00 with the coupon } 
for a generous trial supply. BUY FROM YOUR DEALER. 

Ry ee ee RO RE a a On eS ee Se ee ee 
ATLANTIC RUBBER MFG. CORPORATION 
239 Fourth Avenue Successors to Traun Rubber Co. New York, N. Y. 
Dept. OH-40010 
Enclosed $1.00 for sample package of TRAUN’S GRANULAR PINK No. 74 [j No. 77 ( the 
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| Stmplen 
the Ultimate 
Anesthesia 


d Analgesia 
®paratus. 





THE OHIO CHEMICAL & MFG. CO. 
CLEVELAND, OHIO 


Please send your bulletin “Questions and Answers” on Nitrous Oxid 
Analgesia together with details on Anesthesia and Analgesia equip- 
ment and earnings chart on Dental Gas Machines. 


L_] 


I would like a demonstration in my office without cost or obligation 
to me. 


® 
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@ A more elastic Hydro-Colloid. No fibers 
tougher, finer textured, smoother! Removes fr 
undercuts without distortion. Low 
heating temperature — easy to 
handle! 


eria @ At your dealer, or direct— 
Sama a See cee ge give your dealer’s name. 


DENTAL RESEARCH COMPANY | 
532 W. Windsor Road, Glendale, California j 

































DAYLIGHT 
FLUORESCENT 
LIGHT 
PENETRATING 









NEW 
IMPROVED 
FLUOR-D-EX 







Now Available for Immediate Delivery 
Write X-Ray Products Corp., 752 N. La Cienega Blvd., Los Angeles, 
California. 
Better Dental X-Ray Units About to be Announced 














Record-Breaking Performance 
wine Crescent yy, G 1-BUG 


Pat. May 21, 1940 


The Wonder Electric Mortar & Pestle 


ONLY 7 to 10 SECONDS are required by this scientific = 
instrument to triturate enough amalgam for an or- F< ;=— 8 
dinary filling! The WIG-L-BUG is a great time saver. 
Its mix is smooth, fine texture...always the same. For 
| better, faster, more successful fillings use the WIG-L- 
BUG with your preferred alloy. Place your amalgam 
work on a surer, safer, more scientific basis by elimi- 
nating much of the human 
























Medel 3B 
Ea aie ~ Through your dealer or direct 



















PRESCENT DENTAL MEG. co.| =. 
1839 S. CRAWFORD AVE. CHICAGO, ILl ' 


Mor 
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KORM X@ 


FRABGE BASS 


AN ACRYLIC 
With An IMPROVED LIQUID* 

















KORMIX is distinctively different—incorporates the use of an 
improved liquid . . . minimizes shrinkage . . . offers greater 
stability . . . better adaptability. Sold only through dental 
dealers. 


The name McCormick has always stood for quality, depend- 
ability and satisfaction. This reputation which has extended 
for more than five decades is your assurance that KORMIX, a 
proven acrylic, will fulfill your every requirement for a perfect 
denture material. 


"U.S, Patent Applied For 


PROG! OF THE 





>. —. J. McCORMICK —- RUBBER CO.., INC. | 


y Manufacturers of DENTURE MATERIALS for over 50 years | 
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BA WOO 0°4 Portable DUST COLLECTOR 


‘ul suction draws all dust and filings from Lathe Wheel and a 
into tray or into removable ane. Portable—only 1834 Ibs. Compact—6 in. by 12 
in. No servicing. 1-YEAR GUARANTEE. (D D.C. Current, $29 50 
$42.50) A.C, Current, bd 


oa Pays for itself 


GOLD 


Two sizes—1i-speed 2-speeds. 
GUARANTEE. At left, _ 
Price, without chucks 

Write for Bulletin No. 76 


BALDOR ELECTRIC CO., 4372 Duncan Ave., St. Louis, 








The RYAN TREATMENT and EXAMINATION 
RECORD CHART 


Acclaimed by practitioners everywhere as the most practical record 
chart ever devised. The Ryan Chart actually provides a complete 
permanent picture of patients’ mouths. They are standard letterhead 
size, printed on white durable paper of the right texture for writing or 
drawing by crayon or pencil. 

The price for a pad of 50 charts is only $1.00. Order today. 


Send for a Specimen Chart 


THE DENTAL DIGEST 
1005 Liberty Ave., Pittsburgh, Pa. 














A blowpipe that leaves 
both hands free? 


Yes, this National 3A model can be set flat on the bench and 
used as either a blowpipe or a Bunsen-type burner. Just a 
twist of the head (no wrench necessary ) and the 3A is changed 
from hand type to bench type. The handle of the blowpipe 
then acts as a base, and the flame is directed upward. This 
new feature (exclusive with National) permits -instant adapta- 
tion to the requirements of your work. 3A comes equipped with three 
tips providing three types of flame: needle, medium brush, and broad 
brush. Many special tips are available at very little extra cost. Mail 


the coupon for full information. 


PSS SPesassessssasuaqgosresnn= Keckilz 
1040 Protected by 


National Welding Equipment Co. . - 
223 Main St., San Francisco, Calif. Approved by Underwriters’ Labs. 


Please send descriptive folder and prices. 
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BLOWPIPES 
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CALOX 


Polishing Action 


Enhances Natural Lustre 


The finely powdered ingredients of CALOX go 
right to work—attacking organic stains—dis- 
lodging food particles—giving the teeth a new 
high polish—helping to bring out the natural 
lustre and brightness every patient wants. 

CALOX is harmless to the gum or tooth 
structure of child or adult. It can be used pro- 
fusely over long periods with perfect safety. 
The formula contains no harsh abrasives and 
its pleasing flavor leaves the mouth feeling 
clean and refreshed. 

You can use... and recommend CALOX, 
confident it will do a splendid job of cleaning 
and polishing teeth safe/y. 
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DUST COLLECTORS 


* 
OPERATE QUIETLY— 


yet they 
CREATE STRONG SUCTION 


The No. 10 Model il- 
lustrated is for 1 or 2 
grinding wheels — fits 
right under benches. 
Two larger models, 
for as many as 8 
wheels, are also avail- 
able. 


Hundreds of users like TORIT Dust 
Collectors so well because the STRONG 
SUCTION they create pulls dust from 
lathe splashers SO QUIETLY THEY 
CAN HARDLY BE HEARD—because 
they ELIMINATE A HAZARDOUS, 
UNPLEASANT CONDITION, and do 
it by the BEST SYSTEM KNOWN 
TODAY! Dust that would otherwise get 
into your lungs and harm your health 
is pulled into the cabinets, cleaned by 
filter bags and blown out. Grindings fall 
into a tray from which gold is salvaged 
—and these GOLD SAVINGS PAY 
FOR THE UNITS. They are PORT- 
ABLE — placed wherever convenient 
nearby grinding wheels—usually right 
under work benches. 


NEW BULLETIN! 


We will gladly send, on re- 
quest, a new bulletin telling 
all about TORIT Dust Col- 
lectors, picturing several in- 
stallations, etc.—as well as a 
Catalog No. 13, showing over 
100 other items that will 
interest you. 


TORIT MANUFACTURING CO. 
279 Walnut St. St. Paul, Minn. 





DENTISTS | 

build busines 
faster — 
with this bette: 
Prophylaxis © 


STERODENT 
CLEANSER 


plus the marvelous 


ORACLENZ 


First: Pleasant ORACLENZ 
is a thorough rinse to strip 
teeth of mucin. 
Then: Efficient STERODENT 
Cleanser polishes to gleaming 
whiteness in much less time. 
Only by this exclusive tech- 
nique can dentists get such 
superior prophylactic results 
. and create the word-of- 
mouth praise among patients 
which helps so much to 
attract new business. 


Get STERODENT foda: 
50¢ *1 and CE 
FREE rr, ct Onc 


Order at once from you: 
Dental eee Hous* 
If they cannot nN 
STERILE PRODUCTS CO., 

San Diego. blk 





These 3 BOSWORTH | 
B PRACTICE MANAGEMENT A 
will help YOU 


SERVE MORE PATIENTS PRESENT YOUR SERVICES MATERIALLY IMPROVE 
—former and new with greater effectiveness your collections 


PLACE YOUR PRACTICE on a sound business basis 














“ o BOSWORTH A MODERNIZED VISUAL SYSTEM that is simple, easy 


b 


TREAMLINED and convenient to keep. Provides for speedy, accurate 
s recording—for elimination of unnecessary desk work. 
BOOKKEEPING includes sound principles for success in dental practice 
with the fundamentals of Bosworth Practice Management 
SYSTEM —a service that is worth more than the cost of the sys- 

IT tem, yet is given FREE to every user of the system. 
BOSWORTH NEW, FLEXIBLE, yet COMPLETE PLAN for rendering dental 
BUDGET service on extended payments. Designed to increase col- 
U lections, retain the good will.of patients, bring back 
PLAN patients who have not had service for some time, to fol- 
low up patients who have had estimates but have not 

returned for service, plus many other advantages. 


BOSWORTH THE BOSWORTH COURSE in PRACTICE MANAGEMENT 

COURS can be given in your vicinity. Classes can be arranged at 

E a nominal fee for groups of 25 or more dentists. Class- 

IN PRACTICE work consists of a series of pec informative 
lectures on practical office management. Su 


MANAGEMENT follow-up material mailed over a period of a year with- 
out additional charge. 


Silver Anniversary The Bosworth 25th Anniversary Class in Practice Manage- 
cl in Chi ment will be held in Chicago in November. The former 
ass in CGgO members of the Bosworth Classes as well as 
November members should inquire about this special class of 
unusual merit. 











HARRY J. BOSWORTH CO. 

1315 S$. Michigan Ave., Chicago, Ill. 

Gentlemen: Kindly send full information on items checked: 
[_] Bookkeeping System [] Budget Plan 

[_] Practice Management Course [_] Silver Anniversary Class 
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GUM MASSAGER 


The HY-KARE Gum Massager is an 
invaluable aid in promoting firm gums 
and sound teeth. Ideally suited for 
home care of the gums after thorough 
prophylaxis. Stimulates circulation of 
the vascular tissues without irritation. 

Made of pure surgical rubber. Sani- 
tary, easy to clean. Fits finger snugly. F , 

For use with any dentifrice or spe- peo " Ft! € eI 
cial lubricant you prescribe. Order OSS a. A Wt » hee! Bal 
direct, or through your supply house. 


8 for $1.00 — sample 15c — 44 for $5.00 , 
a TNE Fae AMERICAN 
than 2,000 dentist, : SIN IOR RED CROSS 


HY-KARE LABORATORIES 
405 S. Dearborn St., Chicago 
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DURODENT- ENAME! 


DURODENT-ENAMEL DOES CONTRACT UNDER MOIST 


——— | 


































Oe Et Crete = en me ome oe ae ne ee me 





i|uminating 


Engineers SO 


bs 66 | 2 
ee So WE “BUILT-IN” THE PERFECT 


CEILING IN THE 
pat CASTLE "G-V” INDIRECT LIGHT 











~ h Here is the indirect General Vision Light that for the 
Phos Ww first time includes in its design a “Built-In” ceiling 
iy l\ that does the job no ordinary ceiling can do. Ample 
y 3 ] reflecting area of the proper color, shape and texture 
= 4 illuminates the entire vital area in which the dentist 
m Are works, as adequately and efficiently as the Castle 

BUTE se Ceilings “T-V” Light provides efficient intra-oral seeing. 
offic jent Reflectors Here is a light that, in addition, bathes the whole 
“nd Increasing ly rb oe oe restful, soft, glareless nccggcenate The Castle 
Waste ful of Lig t “G-V”’ gives light with “quality” as well as quantity. 





Its “Built-In” ceiling requires no upkeep. The lus- 
trous, baked-on surface is long lived and maintains 
its high reflecting properties indefinitely. 


“G-V"’ LIGHT 
Castle’s New Contribution To Better Vision 


WILMOT CASTLE COMPANY 


1122 UNIVERSITY AVENUE, ROCHESTER, N. Y. 
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VIBROFLEX 


A Cotton Roll so flexible that all upper or lower teeth 
can be kept dry at one time for DENTAL 
EXAMINATIONS OR GINGIVAL TREATMENTS 


FOR UPPERS 





use a single long 
piece, third molar 
to third molar. 
FOR LOWERS [i “nano 
re ee 
use two pieces vid eg 





Use VIBROFLEX like this for operat- 


ing on lowers 


- 4 
—_ 





The single long piece of adaptable Vibroflex 
has the absorbent capacity of several short 
cotton rolls. 

The single piece may be used for lower 








with or without roll holders. 

Frequent changing is eliminated. : 

Saves Operating Time. ' 

VIBROFLEX< is now sold only in bags. b 





STEAM STERILIZED AFTER PACKAGING 

















pr 
Pull the Roll from the bag and cut as needed. The 
unused portion remains in the bag protected from be 
sible infection through handling. " 
VIBROFLEX in bags replaces Vibroflex in Cartons ” 
and Flex, Jr. the 
VIBROFLEX can also be used from glass dispenser 







jar. 






Sie from your dealer, 











i i 
VIBRO-DENTAL PRODUCTS, Inc. 
214 S. 12th Street, Philadelphia, Pa. 


Please send me free sample of Vibroflex. 
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“Here Doctor, 
are some of 
the reasons 
why I chose 







Zhe MchESSON NARGRAF 


“*[ wanted a machine that would promote 
anesthesia as easily as possible for the pa- 
tient and at the same time provide me with 
maximum control of my patient during 
anesthesia. With the Nargraf intermittent 
flow principle, the flow of gas is coordinated 
with the patient’s respiration; thus, whether 
the patient is a shallow, slow breather or 
breathes with quick, deep rhythm, gas is 
administered under constant, unvarying 
pressure only during inhalations. 

“In addition to providing easier and 
better controlled anesthesia, this inter- 
mittent flow principle greatly simplifies 
the technic. 

Because the Nargraf actually breathes 
with the patient, it is rarely necessary 
to make an adjustment once anesthesia 


has been accomplished, and I am left 






free to devote all my attention to the 
actual operation at hand. 

“I wanted simple, safeguarded control. 
With the Nargraf I got the ultimate in 
efficient simplicity. One mixing valve con- 
trols the flow of both nitrous oxid and oxy- 
gen. I have only to press the reoxygen- 
ating button to administer pure oxygen. 

“And, of course, economy was an im- 
portant consideration. With the Nargraf I 
got the maximum in gas economy. This 
economy factor has resulted in savings of 
gas up to 50%. 

“Now that you are thinking about new 
gas equipment, why not have the McKes- 
son representative call and tell you the 
complete Nargraf story. Once you know 
the Nargraf, it will be hard to please you 


with any other gas machine.” 


0.H.10 


McKESSON APPLIANCE COMPANY, TOLEDO, OHIO: Please send without obligation 


Se eqeenpeoeone ee Beseaeaeoeoe@esc ese ceeceeasaeoovaetzwoee ee € 
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complete information on () Nargraf (for anesthesia); on () Easor (for analgesia). 
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1. It has the widest known working range and may 
be brought to the mouth soft enough to avoid tissue 
displacement, or semi-soft should you wish to dis- 
place.tissue. 2. New texture refinements give sharp- 
est registration of detail. 3. New color gives greatest 
visibility of detail. 4. Pleasant flavoring and scenting 
have eliminated old, objectionable compound taste 
and odor. 5. When chilled, it cools evenly to the core 
—without warping. 6. Finest, even texture insures 
trimming without fracture, flaking or chipping. 7. 
Used between 120 F. to 125 F.—completely com- 
fortable with no burning of fingers or mouth tissue. 

These separate, superior qualities plus others, all 
add up to make the new Mizzy Low Heat Compound, 
the finest material of its kind. 

When ordering compound now, be sure to ask 
; your dealer for Mizzy Low Heat Compound in the 
i ATM am oLIUI-Melale Ma-Te Ml olola dole (-m 
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MIZZY, INC. © MANUFACTURERS @ 105 E. 16TH STREET © NEW YORK H| | 
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APPROVED AND ACCEPTED BY 


THE INDUSTRY’S LEADERS 














A | 
ll approve POLIDENT for safe brush- 


less cleansing of acrylic resin restorations 


To safely prevent mucin-film, stains, tarnish from deadening the beautiful 
lively color of Crystolex, Lucitone and Vernonite restorations, makers of 
these products approve daily use of Polident. Take their expert and consid- 
_ ered advice. Your patients will delight in the easy way Polident cleans and 
_ polishes plates like new—without brushing—harmlessly dissolves away dis- 
coloration and odors. 


FOR SAMPLES write Hudson Products Inc., 220 W. 19th St., New York, N. Y. 





te being subjected to long-time tests, Polident won positive approval by these ee technicians; is one of the 
4 denture cleansers they accept and approve. 
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/ You need the “extra strength” 
| in FLECK’S CEMENT 


When you consider the constant activity of de- 
structive forces within the oral cavity, every extra 
pound of strength... every added degree of 
density should be carefully valued before choos- 
ing a cement. Fleck’s average crushing strength 
of 23,000 pounds per square inch assures an 
unmatched “safety margin” of many thousands 
of pounds. This added protection is in reserve as 
a permanent safeguard against distintegration 
and erosion in the mouth. Fleck’s Cement Holds! 





MIZZY. INC. « MANUFACTURERS - 105 EAST 16TH ST... NEW Y 


Volumetrically tiny, therapeuti- 
cally huge is the active fraction 
of cod liver oil — now divorced 
from unwanted fats and made 
available as White’s Cod Liver 
Qil Concentrate. 

The therapeutic A and D 
vitamins thus presented in easy- 
to-take dosage forms pro- 
vide a valuable diet reinforce- 
ment, particularly for the 





srowing child and during periods 
when vitamin requirements are 
high. 

You can confidently recom- 
mend White’s Cod Liver Oil 
Concentrate in either pleasant- 
tasting tablets or tasteless cap- 
sules. Ethically promoted—not 

advertised to the laity. White 
Laboratories, Inc., Newark, 
New Jersey. 
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| and be readity administered. Mondca 
HCI meets these exacting requirements.’ 


(from Medical Record) 
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Proved in the test tube and animal research in the laboratory ; findings 
corroborated by exhaustive clinical experimentation ; conspicuously suc- 
cessful in the crucial test of more than 17,000,000 injections at the chair— 


Mondcaine HCl, the new potent local anesthetic developed in our 
research laboratories, now takes its place amongst the approved and 
accepted local anesthetics in dentistry and medicine. 


Dental and medical literature of the past three years adds further 
evidence of the value of Monécaine HCI. Authoritative, unbiased articles 
on the successful clinical use of Mondcaine HCI have appeared in a 
number of eminent dental and medical journals. 


The authors of these articles are all in agreement that Mondcaine HC] 
produces profound anesthesia, and, in the con- 
centration used, is devoid of the untoward symp- 
toms or “‘jittery’’ reactions frequently character- 
istic of procaine injections. 


If you are not a user of Mondcaine HCl at 
present, order a vacuum packed tin of Anestubes 
or Novampuls from your dealer and compare 
results, 














NTIPHLOGISTINE, the medicated 
pack, helps to promote osmosis, 
decongestion and repair. 


Useful in: 


Periostitis Simple Neuralgia 
Pulpitis Dry Socket 


Gingivitis Trauma 


Sample on request 


THE DENVER CHEMICAL MFG. COMPANY 


163 VARICK STREET NEW YORK 























FAVORED BY 
DENTISTS EVERYWHERE 


For 33 consecutive years Revelation has 
been an outstanding dentifrice. This is 
indicated by the favorable attitude of 
members in the profession. They con- 
tinue, in constantly increasing numbers, 
to personally use and recommend it to 
patients. 

Such recognition is not only gratify- 
ing, but proves the soundness of our pol- 
icy that permits of no variation from the 
original formula, perfected by August 
E. Drucker in 1907. 

If you have not personally put Reve- 
lation Tooth Powder to the test; if you 
have not yet determined from first-hand 
experience that it is a grit-free, pleasant, 
and thorough cleanser, please accept the 
coupon offer, without obligation. 

AUGUST E. DRUCKER CO. 
2226 Bush Street, San Francisco 
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) Professional stationery enclosed 
) Send full size can for personal trial 
) Send testing samples for patient distribution 


OH 10-40} 


Address 


City... , 
KINDLY ENCLOSE PROFESSIONAL STATIONERY 














The { cv/ of your patients 
may depend upon the reliability 
of the products you prescribe . . . 


























ONCE the confidence of your patients has been won 
by your interested, personal service, they come to 
you regularly. Because they cannot test the scien- 
tific value of the products you prescribe or suggest 
they must take your word that such products are 
good. And so, whether it be a dentifrice, a tooth- 
brush or a mouthwash—its safety must be unques- 
tioned; its efficacy must be proven; its reliability 
must be accepted. 

Ever since the founding of the Squibb Laborato- 
ries in 1858 the name “Squibb” has been synonymous 
with quality wherever medicine and dentistry are 
practiced. Squibb products have earned for them- 
selves a reputation of absolute trustworthiness. 

We believe, therefore, that when you prescribe 
or suggest a product bearing the Squibb label, it will 
help you maintain your patients’ confidence. Here 
is a partial list of products made by Squibb which 
are especially valued for dental use. 



































































SQUIBB DENTAL CREAM—Cleans teeth the way 
you like them cleaned—thoroughly, yet with abso- 
lute safety. Does not contain any ingredient which 
might be harmful to the teeth or mucous membranes 
of the mouth or to the stomach, if swallowed. Con- 
tains the safe and effective acid-neutralizing agent 
—Squibb Milk of Magnesia, concentrated. Leaves 
the mouth feeling clean and refreshed. 


SQUIBB TOOTH POWDER— For patients who 
prefer powder. It provides the same advantages as 
Squibb Dental Cream and is just as effective and 
enjoyable to use. 


SQUIBB ANGLE TOOTHBRUSH—Bent at the 
same angle as your dental mirror to make it easy to 
brush the less accessible places in the mouth. Has 
three rows of high-quality, natural, tufted bristles 
—six tufts to a row. Two degrees of stiffness — 
hard and medium. Suited to mouths of all types and 
adaptable to all brushing techniques. 


SQUIBB ORAL PERBORATE—A pleasant, pala- 
table and free-flowing powder preparation of sodium 
perborate for use in solution as a mouthwash or on 
a toothbrush, where indicated. 


SQUIBB DENTAL LOTION—A refreshing, cleans- 
ing, anise-flavored mouthwash for routine use. Mild- 
ly astringent. ‘ 


SQUIBB ANTISEPTIC SOLUTION—An effective 
gargle and aid to oral hygiene. Used as a gargle or 
spray it helps relieve mouth and throat irritations. 


For information on Squibb Products for the Dentist, 
address Dental Division, 745 Fifth Ave., New York 


E-R: SQUIBB & SONS, NEW YORK 


MANUFACTURING CHEMISTS TO THE MEDICAL AND DENTAL PROFESSION SINCE 1858 
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tance with your order. 


DENTAL HYGIENIST : Colorado li- 
and able to meet 


cense; experienced, competent, 
public. ‘‘A’’ Oral teootamen Pittsburgh, Pa. 





DENTIST WANTED: Virginia license necessa 
Three hundred dollars monthly. Apply “Coton” 
A. H. Goe, Richmond, Virginia. 





R SALE: Dental practice in Pennsylvania; _— 


completely equipped; price reasonable. Dr. F. - 
Crawford, Herald Building, Jersey Shore, Penn- 


sylvania. 








WANTED DENTIST: Virginia license; fully in 
charge while owner, reserve officer, away for year’s 
training. Two chair office. Position can be perma- 
nent. “‘P’’ Oral Hygiene, Pittsburgh, Pa. 





SIMLA, COLORADO offers best permanent loca- 
tion for good dentist. For information write Town 
Clerk, Simla, Colorado. 





FOR SALE: Established dental practice of well- 
known Hartford dentist. Inquire Phoenix State 
Bank and Trust Company, Executor, Trust Depart- 
ment, Hartford, Connecticut. 





WANTED TO PURCHASE: Associate practice with 
ethical oral surgeon or exodontist, preferably one 
who contemplates retirement in a few years. Will 
consider location in any state. ‘‘F’’ Oral Hygiene. 
Pittsburgh, Pa. 





POSITION WANTED: Ceramist and Precision 
attachment worker. Technician formerly for 
nationally known dentist; twenty years’ expe- 
rience. Will go anywhere. “CO” Oral Hygiene, Pitts- 


burgh, Pa. 





FOR SALE: Dental practice, modern equipment; 
thirty miles east of Kansas City. Dentist deceased. 
Will sell reasonable. Mrs. C. V. Sandfort, Orrick, 
Missouri. 





DENTIST WANTED: Ohio license, experienced. 
One that wishes to acquire future practice. Oppor- 
tunity for sober and reliable dentist. ‘‘Ohio’’ Oral 
Hygiene, Pittsburgh, Pa. 





FOR SALE: Forty year continuous dental practice: 
cheap. Retiring. Good location, prosperous com- 
munity. J. H. Rhoades, Newton, Kansas. 





DENTI WANTED: Ethical: California license 
may al Prefer man about fifty. Part-time op- 
erator or full-time operator-laboratory. ‘‘B’’ Oral 
Hygiene, Pittsburgh, Pa. 








Restricted to help and 
positions wanted, and 
practices wanted, and 
practices for sale. The 
minimum charge is $2. 


FOR SALE: Dental practice and equipment in 

Northeastern Missouri; excellent pr ce, estab- 

ana larger territory. Dentist deceased. Mrs. 
. Loudermilk, LaBelle, Missouri. 





ENTIST WANTED: Operator, first class office. 
Resistored Illinois. Earnings $175 monthly. ““K”’ 
Oral Hygiene, Pittsburgh, Pa. 





SELLING YOUR .PRACTICE: Why not use the 
classified columns of The Dental Students’ Maga- 
zine: Circulation 10,750 monthly, includes students 
of all classes in dental schools in U. S. A. and 
Canada; together with 3400 recent graduates of 
1939 and 1940, many of whom are now looking for 
a location such as you have to offer. Rates $2.50 
for 50 words or less. Cash with order. Address 
Dental Students’ Magazine, Palmolive Bldg., 
Chicago, Illinois. 





FOR SALE: On account of poor health; best offer 
takes 28 year practice; two chairs. Ritter and 
American equipped. Ohio; population eleven thou- 
sand. ‘‘W’’ Oral Hygiene, Pittsburgh, Pa. 





LEASE OR SELL: Practice, Ritter equipped. Cor- 
ner over drugstore; opposite High School. M. J. 
Hanni, Youngstown, Ohio. 





DENTIST WILL SELL to Christian only, modern 
office; Ritter x-ray. Active practice located up- 
town New York. Rent $25. Price most reasonabie. 
‘‘L”’ Oral Hygiene, Pittsburgh, Pa. 





OPERATOR WANTED: Experience with Nitrous 
Oxide and sarang try Registered in New York 
state. State age and salary eae ‘*Operator”’ 
Oral Hygiene, S pittsburgh, Pa 





FOR SALE: Dental practice and equipment, in- 
cluding x-ray. Well established. Owner dece 
Mrs. Milton U. Gerhard, 646 North lith Street, 
Reading, Penna. 





Practices furnished and sold, location, partner- 
ships; all states. F. V. Kniest, 1537 S. 29th St., 
Omaha, Nebr. 





SALESMAN: Executive type, Christian, 44 years 
old; married, good education; with thirteen years’ 
sales experience. Have had excellent experience 
selling to wide range of accounts covering most 
of the eastern seaboard and middle west states. 
“‘X’’ Oral Hygiene, Pittsburgh, Pa. 





> 
DENTIST WANTED with California license té 
succeed successful Los Angeles dentist; retiring: 
Established — practice, modern furnishings 
and equipment, class A building, low rent. “S 
Oral Hygiene, Pittsburgh, Pa. 













Send For Free 
Booklet 
DENTAL THERAPEUTICS 


J.P. Buckley 





Buckley Pharmacal Co. 
North Hollywood, Calif. 


Please send FREE Booklet. 
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A Hard Inlay 
Gold at $1.61 Dwt. 


An inlay gold of super strength . . . an inlay gold 
minus bulk... an inlay gold of superb quality ... 
at a price to keep economy minded people happy. 
That’s the reason an ever increasing number of 
Dentists use, or specify, DEESEVEN. Because it has 
the physical properties to give a good performance, 
your dealer or laboratory is always happy when 
you specify DEESEVEN. You will like the color. 


| THERE IS A DEE GOLD 
FOR EVERY DENTAL REQUIREMENT 














DEEONE DEETWO DEESIX DEESEVEN 





——————————— 








“Type A’’ Gold “‘Type B’’ Gold “Type C’”” Gold “Type C” Gold 
$1.93 Dwt. $1.88 Dwt. $1.98 Dwt. $1.61 Bwt | 
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WHO’S WHO AND WHERE 


Although we aim for accuracy in this 
index, last minute changes often 
alter page numbers and positions. 


Acralite c. 

AcRil Dental RR OG Waa ph mess bee 1194 
Aderer, Inc., Julius 

Alkalol Company 

American Can Co. 1263 
American Chicle Co. (Dentyne oom 1323 
American Home Products nsert 
Anacin Co. 

lica Jacket Co. 1262 
Antidolor Mfg. Co., Inc. ...... 1293, 1272-73 
Atlantic Rubber _ COFp. cccccceee 1300 


Baker & Co. 


Bosworth Co., Harry J. - 1307 
Bristol-Myers Ci oevte mane 1197, 4th “cover 
Buckley Pharmacal Co. .......sseeee-1320 
Buffalo Minc Pts Gale oe de cues cece 
Burton EM c¢0m4 oW oe duce cues be .. 1247 
Butler Co, Spr. John O. 12 


Cam ge ed Co. 

Castie Co., Wilm 

Caulk Co., L. D. 

Church & Dwight Co., Inc. 1260 

Clark Saaushoad. Inc. SO eae i aes b wi 1284-5 

Cleveland Dental Mfg. Co. ......2nd cover 

Columbia Dentoform Corp. 287 

Columbus Dental Mfg. Co. 

Cook Laboratories, Inc. . 

ral-Ite Dental Mfg. Co 

Corega Chemical Co. 

Cosmos Dental Products, Inc. 

Crescent Dental Mfg. Co. . 
1258, 1264, 1282, 1302 

Cutino Co. 255 


Dee & Company, Thomas J. ......... oat 

Dental Absorbents Co. 1264 

Dental Research Co. 

Dentists’ Supply Co., The 1190-1, 

Dentyne Gum (American Chicle Co.) iss 

Denver Chemical Mfg. Co. 1316 

Dewey School of Orthodontia 

Dixie-Vortex Co. 

Doherty Rubber re Eugene 

Drucker Co., August 

Dudley Research dg a a 1267 

Dumore Company 1270 

DuPont Film Mfg. Corp 

DuPont de iamaion & +o Inc., E. I. 
(Plastics Department) 

Fink-Roselieve Co., Inc. . 1266 

miscner Ge Co., Hi. G. ..ccccccccs 1196, 1196a 

FPoredom Electric Co. ........... ioe aa 

Forhan Company 

Franklin Experiment Laby. 

Glazbrook Bros. ...... 

Hudson Products, Inc. 

Hy-Kare Laboratories @eteeeseeeeeeeee 1 


Ideal Tooth, Inc. ...... 


Jelenko & Co., Inc., J. F 
Johnson & Johnson ..... 
Justi & Son, Inc., H. D. @eeeeeeeeneee 











oe a a. « 
Da Tn <b 60 ¢hodees ode cena 1310, 
Moyer Fie ‘Inc., B. BIG . cvciicevtosw . 


National Biscuit Co. 

National Welding Equipment Co. 
Ney Co., J. M. 

Novocol Chemical Mfg. Co. 

Num Specialty Oo. ...cccvccvccccsces a 
Nu-Plate Dental Co., Inc. 


Ohio Chemical & Mfg. Co. 


Parisien Chemical Co. 

Pelton & Peg eee °4 
Pepsoden ° 
Phillips Cecmatnal Co., Chas. H. ...<% 
Polident 

Procter & Gamble (Teel) 
Prophylactic Brush Co. .........++6:. ‘ 
FPG Mie: cake heveuvcccaben ocean é 


Ransom & Randolph Co. .......... i 
Ritter Dental Mfg. Co., Inc. 
Reynolds Sons Co., S. H. oece écme tenn 
Rocky Mountain Metal Products : 
Rorer, Inc., Wm. H. 

Sonal Metal BEES. OOo cc ccccsvecenan 


Schaefer, Oskar ... 
Schoonmaker Labys., Inc. os 


spyco Smelting & Refg. Co. 
iquibb & Sons, E. R. 
sterile Products Co., Inc. 
stimudents, Inc. 





Torit Mfg. Co. 


United Drug Co. 
Universal Dentai Co. 


Vernon-Benshoff Co. .......e+ee0e. oes 
Vibro Dental Products, Inc. 

Vince Laboratories, Inc. .. 

Vitalene Dental Mfg. Corp. 


Wander Co. 
Web Distributing Co. 


g. 
Thite Laboratories, Inc. @ 
filliams Gold Refg. 0 eee 
ilmot Castle Co. 
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X-Ray Products Corp. oe nececeeecens 
Young Dental Mfg. Co. eeseeeeeeere ‘ 














Why Pressure Stimulation is essential for 


ALVEOLAR STRENGTH... 


AN healthy alveolar processes—necessary 
for the support of an efficient denture— 
be assured throughout life? 

The answer lies in the con- A 
trolling influence of the masti- y* a. 
catory muscles over the nutri- ‘ 
tion of these bony structures. Ves 
The sluggish blood supply and 
poorly nourished tissue cells, 
resulting from feeble chewing 
habits, inevitably render the ~~ sturvy crowtn oF 
alveoli less resistant to inflam- secemaane tal 
wamation or infection. DENTAL HEALTH 
um the bone of the tooth socket 
| be strengthened only by 
mmasticatory exercise, which 
suses the teeth to move both 
vertically and horizontally — 
imulating circulation in the 

mentum and periosteum. 
The regular use of Dentyne 
um—spicily palatable and 
pecially firm in consistency— 
rovides pressure stimulation 
scessary for a positive con- 
tribution to alveolar integrity. 
Send for liberal samples. 


ENTYNE exes 


HEWING GUM 


a ion { 
sam? iegot 
pentyne 


CAN CHICLE COMPANY 
)-10, Long Island City, New York Dr 


ONLY HEALTHY PERIO- 
DONTAL STRUCTURES 
ARE ADEQUATELY 
RESISTANT TO BAC- 
TERIAL INVASION 





men: Please send me free 


a Street 





supply of samples of Dentyne Gum. 


copy of the booklet, “Systematic . 
icatory Exertion.”’ It’ 
























‘BORDERLINE’ — 
DEFICIENCIES 


Rational successor to old-time “‘tontics,” 





a. 





in the often-encountered subclinical vitamin de- 
ficiencies, White’s Multi-Vi Capsules provide 
vitamins A, B,, B, (G), C and D in easy-to-take 
combination. Most frequently indicated in: 


Re ¢ CHILDHOOD— Particularly the pe- 

nS riods of greatest growth and _ sus- 
xX ceptibility to caries—6th to 8th and 
fi N 12th to 14th years. 


PREGNANCY and LACTATION 
when the drain on the maternal vita- 
min reserves is unusually high. 





RESTRICTED DIETS such as the 
ulcer, gall bladder and obesity diets. 








CONV ALESCENCE—after acute ill- a 
ness the patient is often subject to re | 
deficiency in several essential factors. ene 


WHITE’S MULTI-VI CAPSULE 











Each small capsule contains not less ETHICALLY PROMG 
than 10,000 U.S.P. units of Vita- : 

min A (from fish liver oils); 200 Not advertised ) 
U.S.P. Units of Vitamin Bi (Thia- the laity. 

min Chloride); 100 Gamma of * 

Vitamin B2(G) (Riboflavin); 500 

International Units of Vitamin C 

(Ascorbic Acid); 1,000 U.S.P. W H i T f 
Units of Vitamin D (from fish liver 

oils). In packages of 24 with re- LABORATORIES, 





movable identification, and bottles 
of 100 and 500. 





NEWARK, N. J. 

















